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ELECTRICAL ENGINEERING. 


ONLY a few years since young men desirous of entering the 
electrical profession were limited to the single branch of 
telegraphy, and their choice necessarily lay between becom- 
ing practical operators, skilled electricians, or manufac- 
turers of electrical apparatus and appliances. The first- 
mentioned class, of course, is composed of a large body of 
generally intelligent men; for, wherever a telegraph line, 
whether overhead or submarine, exists, there must also be 
the operator. The skilled electricians and manufacturers 
are, however, comparatively few, and for some time past 
the former certainly have had little chance of improving 
their positions, simply because until recently no other 
branch of electrical science was open to them. During the 
last six years or so, such progress has been made in other 
ways than telegraphy of pressing electricity into our service 
that no person with only a moderate knowledge even of this 
fascinating pursuit should be unable to keep himself well 
employed. To young electricians of eight or ten years ago 
it was the height of ambition to be connected with sub- 
marine telegraphy, either in the service of the cable manufac- 
turers or in that of some telegraph company. The work of 
testing cables, although somewhat monotonous, is of a more 
scientific, and therefore of a more interesting, character than 
any other branch of telegraphy. Their manufacture, too, 
is a subject for particular study, and a good knowledge of 
machinery may be gained in a cable factory. Then, per- 
haps, the best part of all, the life on board ship when the 
cable leaves the manufactory, the laying, and the homeward 
voyage—all this was calculated to centre the thoughts of 
young men engagel in electrical work, upon submarine 
telegraphy. The bright side of a submarine telegraph 
engineer’s life is a very fair one, but the reverse must not 
be forgotten. The junior or assistant electricians should 
always remember that there are many slack periods in cable 
operations, and it is then often necessary that the personnel 
of the staff should be reduced. When such a proceeding as 
this took place at the period we are speaking of, it was 
sometimes a very difficult matter for the young electrician 
to find other employment. We think, however, that this is 
a contingency not to be feared in the present day. 

We have now several branches of electrical engineering 
other than the telegraph, one of which at least (telephony) 
will become as important. What with this, electric lighting, 
electric railways, &c., the present difficulty is to find men 
competent to perform the work they are called upon to do. 
To prove this we have only to quote the remarks of Mr. 
W. H. Preece, F.R.S., who examined the candidates in 
telegraphy at the recent examination of the City and Guilds 
of London Institute. | 

The examiner says :— 


The papers of the competitors in the first class of the Honours 
examination are of very fair merit. The replies given in the Ordinary, 
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or Pass, examination are not altogether of a satisfactory character, 
except in one or two cases. The competitors who have taken but a 
low place in the second class, and those who have not passed, have, in 
many cases, shown that the knowledge they possess of the subjects 
they deal with is of a mere mechanical nature, and has simply been 
attained from constant practice at a particular system with which 
they have had to deal, and they appear to have but little notion of the 
broad principles upon which that particular system is founded ; thus, 
for instance, they describe at full length, and quite correctly, the 
methods of making tests with particular forms of apparatus, but it is 
quite evident that if these tests had to be made with instruments 
which were slightly different in character to those described the 
experimenter would be unable to carry them out. In one or two 
instances the answers given have been merely definitions, such as 
would be found in any technical dictionary. 

Altogether, I think the character of the papers submitted is superior 
to those of former years. 


Again in the same examinations on electric lighting, 
Professor W. E. Ayrton, F.R.S., says :— 

The answers to the questions set at the recent Technological Exami- 
nations in Electric Lighting and Transmission of Power show that 
the candidates, with a few striking exceptions, have hardly advanced 
beyond the mere descriptions of the construction of machines, and 
have had little opportunity of studying the science underlying their 
trade. Considering, however, how very difficult it is for students to 
find men who are competent, and who at the same time have sufficient 
leisure to teach, the answers in this subject may be regarded as fairly 


good. 

Although these reports are not particularly favourable we 
trust that the students who sat at.these examinations will 
not be discouraged with the results of their labours, but 
rather turn again more earnestly than ever to their studies 
with the assurance that a fair knowledge of electrical science 
should procure for them good and profitable employment. 
We do not know what questions were given, e‘ther in tele- 
graphy or in electric lighting, for the purposes of the exami- 
nation we have referred to, but there is usually a tendency 
on the part of examiners to find out, not what the students 
know, but rather what they do not know ; or, in other words, 
the questions are generally set in such a way as to impress 
one with the profound knowledge of the examiner himself, 
but not so as to bring out the students’ acquaintance with 
the every-day work he is likely to be engaged in. Enough 
has been shown, however, to proveghat our supply of com- 
petent electricians for our most recent industries is very 
small, and we cannot imagine a brighter prospect for young 
men desirous of acquiring a profession than that of electrical 
engineering. | 

Professor Ayrton’s remarks as to the difficulty of finding 
competent teachers is true enough so far as institute or 
college teaching is concerned, and therefore the youthful 
aspirant’s best method of gaining the necessary knowledge 
will be to apply for a pupilage with a‘ firm of electrical 
engineers or in a company. This is generally the way in 
which a youth is introduced into the profession of a civil 
engineer, and if he chooses to supplement his daily practice 
by private lessons, or in the classes attached to an institute 
like that of the City and Guilds of London, so much the 
better for his chances of advancement. We are still only at 
the commencement of the work to be done in electric lighting; 
electric railways, beyond an experimental trial or so, have as 
yet only been talked of ; and the telephone industry, which 
should rival, if not surpass, that of the telegraph, has up, to. 


the present been crippled for reasons not necessary to refer 


tohere. Electrical engineering may, therefore, assume at any 
moment an importance of such magnitude that we shall fail 
to take full advantages of the opportunities offered simply 
because we are not prepared to deal with the work put before 
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us. Let those men already possessed of a competent know- 
ledge of electrical matters be ready to seize upon the first 
opportunity of entering the sphere of the more recent dis- 
coveries and thus gain for themselyes positions they might 


wait for in vain in the established branches of electricalscience. 


ON THE ELECTROMOTIVE FORCE OF 
A ZINC-CARBON ELEMENT. 


By M. BERTHELOT. 


I HAVE measured, by the aid of a Mascart’s electrometer, 
the electromotive force of a zinc-carbon element immersed 
in dilute sulphuric acid. 

This force varies very rapidly by reason of polarisation, 
and the chemical effects which it is able to set up vary 
exactly in the same proportion. 

When the circuit is closed the electromotive force of a 
zinc-carbon element much surpasses that of a zinc-platinum 
element, the proportion being as 1°76: 1. It also surpasses 
that of a Daniell element in the proportion of 1-29 : 1— 
that is, it is approximately equal to the sum of the forces of 
a Daniell and of a zinc-cadmium element combined. At 
the moment when the two poles of the zinc-carbon element 
are connected its electromotive force surpasses even this 
sum, and the ratio of the said force to that of a Daniell 
may be as 1: 1°37, but the force falls immediately to 1°30 
or 1°29. It has then about double the force of a zinc- 
platinum element—1.e., two zinc-carbon elements are more 
powerful than three zinc-platinum elements all alike plunged 
in dilute sulphuric acid. 

But this force does not remain long at its initial value ; it 
is sufficient to maintain the circuit closed for a few minutes 
by means of acopper wire of a diameter of about 3 millimetre 
and 0°20 metre in length, to see the electromotive force of a 
zinc-carbon become equal to that of a Daniell (0°995 : 1). At 
this moment two zinc-carbons are surpassed by three zinc- 

latinums. After the circuit has been closed for some 

ours a zinc-carbon falls below a Daniell, the ratio being 
0°83, and the electromotive force is very near that of a zinc- 
platinum. Lastly, after the circuit has been closed for 
thirty-six hours one Daniell may even surpass two zinc- 
carbons, at least in the first moments which follow the open- 
ing of the circuit and the connection of the two poles with 
the electrometer. 

If I make this reservation it is because the electromotive 
force, which has fallen to the lowest point while the circuit 
is closed, tends to increase little by little when it is re-opened. 
The electrometer shows very distinctly these variations. 
Thus, after the circuit has been closed for some minutes, 
the electromotive force of a zinc-carbon, compared after 
opening to that of a Daniell in the electrometer, has been 
found 0°67, in a few moments 0°74, then 0°83, and, finally, 
0°98, which value is approximately stationary. In the 
same manner, after the circuit has been closed for some 
hours, I have found 0°52, then 0°63, and then 0°76, a value 
almost stationary and answering to that of a zinc-platinum 
element. 

It is sufficient to take the battery to pieces and steep the 
carbon and the porous vessels in pure water, renewed several 
times, for some hours in order to restore the original electro- 
motive force. This may be done several times in succession, 
and, without doubt, may be repeated indefinitely. 

Hence it appears that we have to do with the effects of 
polarisation well known to all physicists. These effects 
are due, as is known, to more or less complex compounds 
formed upon the electrodes, the presence of which gives 
rise to electromotive forces of a contrary direction to those 
of the principal action. These compounds are of two kinds, 
the one kind stable, but capable of being removed by wash- 
ings, which restores to the battery all its initial electromotive 
force ; the others unstable, dissociable, capable of being 
destroyed by diffusion, combined to the oxidising action of 
the air, as is shown by the variation of the electromotive 
force immediately after the opening of the circuit. 

However this may be, the facts just detailed prove that 


the zinc carbon battery is unfit for any operation which 
requires a constant electromotive force. 

et us now show the correlative variation of the chemical 
effects. At the outset, theory indicates that the electromotive: 
force of the zinc-carbon element, as it has been actually 
measured, should be able to produce any electrolytic reaction 
which consumes energy inferior to 2455 x 13 — 82 
calories per equivalent of the body decomposed, I have 
proved that a zinc-carbon element does not decompose: 
acidulated water (34°5 calories), but on adding a zinc- 
cadmium element (8 = which makes 40 calories) the 
decomposition is produced. 

Fic aeocelben elements are equal at the outset to 64 
calories, they should, therefore, decompose sulphate of pot- 
ash, and, in fact, they do so. For this decomposition 51°5 
calories are necessary. 

We see hence ths bone committed by M. Tommasi, when 
he believes that he has produced this decomposition by the 
mere force resulting in two consecutive couples from the 
formation of sulphate of zinc from metallic zinc and dilute 
sulphuric acid. In reality such a force is incapable of pro- 
ducing any electrolytic decomposition which consumes more. 
than 19 x 2 — 38 calories per equivalent. If two zinc- 
carbons decompose sulphate of potash whilst two zinc- 
platinums are unable, it is because the chemical reactions 
which develop the electromotive forces are not the same in 
the two systems. | 

Let us pursue this demonstration: as the electromotive 
force of the zinc-carbon decreases, its chemical power 
diminishes. After some hours, when the measurements 
show that the force of the two zinc-carbons is fallen below 
that of two Daniells (49) they cease to’ decompose sulphate 
of potash (51°5). When it is reduced to that of two zinc- 
platinums (36 — 38) they still decompose acidulated water 
(34:5), but it is necessary to connect to them two zinc- 
cadmiums (38 + 16 = 54) to decompose sulphate of potash 
the addition of a single zinc-cadmium being insufficient. 

If I have thought it necessary to insist upon these facts, 
upon the direct measurement of the electromotive forces and 
on their continuous correlation with the energy brought 
into play in chemical reactions both within and without the 
pile, it is that there may exist neither doubt nor confusion 
on the fundamental laws of electro-chemistry. 

M. Tommasi replied to this as follows :— 5 

Hitherto it has always been admitted that in any 
element whatsoever the nature of the positive electrode 
had no influence upon the electromotive force, provided 
that this electrode was not attacked by the exciting 
liquid. In the bichromate of potash element alone a 
difference has been observed in the electromotive force, 
according as the positive electrode was of platinum or 
of carbon. I have already pointed out this fact, and I 
shall return to it in detail in speaking of the chromic acid 
element. As for Smee’s element with dilute sulphuric acid, 
it has always been believed that the nature of the positive 
electrode does not sensibly affect its electromotive force. 
“ It is thus,” says M. Du Moncel, “ that silver, lead, carbon, 
copper, aluminium, iron in the passive state, have been able 
to be substituted for the platinum of Smee’s battery, without 
any difference in the electric action other than that derived 
from the polarisation which these plates might effect. 

It appears, therefore, that the augmentation of the electro- 
motive force which I have demonstrated in the zinc-carbon 
element constitutes a novel fact, not without a scientific 
interest. 

It is known to all that the electrolytic work effected by an 
element is so much the more considerable as its electromotive 
force, measured by the electrometer, is more intense. Con- 
sequently it is not surprising that M. Berthelot has found, 
by means of Mascart’s electrometer, that the zinc-carbon 
element has a greater electromotive force than a zinc-platinum 
element. Since it is known, according to my experiments, 
that the chemical work produced by the zinc-carbon element 
is much greater than that obtained with the zinc-platinum 
element, it would have been, indeed, strange and contrary 
to all known facts if the electrometric determinations executed 
by M. Berthelot had proved the contrary. 

I had intended to complete my researches on the zinc- 
carbon element with electrometric determinations ; but as 
M. Berthelot has anticipated me it only remains for me to 
observe that all the experiments which this savant has 
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described in no way tell against my researches, but, on the 
contrary, give them a greater degree of certitude. I have 
never said that a zinc-carbon element was 7. to a zinc- 
platinum element, for the simple reason that I have proved 
uite the contrary. I have certainly not sought to show 
that the zinc-carbon element produced an electromotive force 
ter than the zinc-platinum element, in order to infer 
that these elements were mutually equivalent. 

In my last note I have merely brought forward facts, and 
these facts are perfectly exact, as M. Berthelot has been able 
to convince himself when he repeated my'experiments, in 
order to complete them by electrometric determinations. 
As to the interpretation of these facts I have not said a 
word, and consequently M. Berthelot ascribes to me things 
which I have never thought.—Comptes Rendus. 


GARNIER’S COMBINATION RHEOSTAT. 


THE combination rheostat of M. Garnier, which was ex- 
hibited at the Electrical Exhibition at Paris in 1881, has 
for its object the immediate combination of a number of 
resistances, so as to form a total equal to any required value. 
The resistance boxes usually employed contain bobbins 
which are multiples of an arbitrary unit, the ohm, for ex- 
ample, and are so selected, that they can be grouped together, 
so as to form any required total ; by this arrangement any 
resistance whatever, from the unit upwards and varying by 
equal graduations, can be obtained. Thus, with the mul- 
tiples which have been long employed, namely, 1, 2, 2, 5 
—10, 20, 20, 50—100, 200, 200, 500, any number from 
1 to 10,000, each differing by one unit, can be formed, 
provided that one does not exceed twice the last term of the 
series. But if it is required to form rapidly any given 
resistance, it is difficult to avoid various changes of the 
plugs, in order to obtain the required combination ; this 
operation is analogous to the operation of weighing, and one 
knows how much time is lost in the employment of a balance 
and marked weights. 

With the cylindrical rheostat one can form immediately 
any arbitrary rsistance, and can also increase or diminish it 
regularly by degrees corresponding to any decimal unit. 
This apparatus consists of a certain number of dials, units, 
tens, and hundreds, for example, each having eleven 
divisions (0 to 10), over which a pointer moves. Each 
needle is mounted on the axis of a cylinder, which has for 
its object, in each of its positions, the introduction of such 
bobbins as will together form the exact resistance indicated 
by the pointer. The “unit” cylinder is connected to 
bobbins 1, 2, 2, 5; the “ten” cylinder is connected to 


bobbins 10, 20, 20, 50, and so on. It will be sufficient to 


explain the construction of one of these cylinders. Let us 
suppose the four bobbins to be connected, as indicated by 
fig. 1, to five metal plates, a, B, C, D, E; if these plates 
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remain insulated from each other, the circuit M, N, contains 
the resistance of all the bobbins, that is to say, 10 ohms ; 
‘fa combination is effected by metallic connections, of inap- 
preciable resistance, of the three plates, c, B and &, for 
example, then the resistances, 5 and 2, become cut out of 
the circuit, and a resistance of 3 only remains in circuit ; 
thus by a proper union of the plates any resistance from 
0 to 10 can be obtained. The metallic connections are 
effected by bands of metal fixed around the circumference of 


the combining cylinder (fig. 2), the development of which is 


shown by fig. 8. 


The five plates of fig. 1 are formed of five springs which 
press together on the connecting plates of the cylinder. It 
can easily be seen that the lengths and the positions of the 
metal strips are arranged so as to introduce in the circuit 
those bobbins the sum of whose resistances forms the series 
of numbers 0 to 10. The cylinder, it is evident, is made of 


Fire. 3. 


an insulating material, wood or ebonite. The plates, a, B, 
C, D, E, are fixed at one extremity and have sufficient elas- 
ticity at their free ends to allow of the rotation of the 
cylinder, and of the various strips of metal being brought 
into the eleven different positions which they can take up. 

The “ten” and “hundred” cylinders are arranged in 
the same way as that for the “units,” and the circuits, 
M, N, of the three cylinders are alike. The cylinders can be 
placed in a box arranged like a Wheatstone bridge, and 
furnished with proportional branches. The same arrange- 
ment of cylinders can be equally well applied to the group- 
ing of condensers.— Annales Télegraphiques. 


THE ELECTRIC LIGHTING BILL. 


In the House of Lords on Thursday, August 3rd, 

Lord Sudeley moved the second reading of the Electric Lighting 
Bill. The public are by this time so familiar with this measure that 
it will not be necessary to repeat the noble lord’s observations at any 
great length. He pointed out the rapid and extensive growth of 
electric lighting in recent years, and the necessity for legislating upon 
the subject in such a way as to prevent the creation of such mono- 
polies as those of gas and water—not always to the benefit of the 
public. He recited the leading provisions of the bill as it left the 
other House, and related the proceedings both of the recent Com- 
mittee and of that in 1879. In support of the licences provision, he 
argued that the necessity of companies going hefore Parliament and 
being prepared for an outlay at once of £10,000 or £12,000 would 
practically retard the development of electric lighting to a serious ex- 
tent, whereas the proposed system of temporary licences would be both 
simple and cheap, and therefore of great advantage to the communit 
at large. The objections of the gas companies he dismissed wit. 
the remark that they naturally did not like an innovation which 
threatened their interests, although they had no real legal monopoly 
in the supply of light; and in conclusion he promised that the Board of 

e, not desiring to hamper the operations of electric companies, 
would be ready to modify any terms that might be found too hard. 

Lord Emly did not advance any obstacles to the bill, but he 
regretted that it had come up so late that it could hardly receive 
adequate consideration. He likewise regarded the case of the gas 
companies lightly, but he expressed a fear lest the clause (27) which 
would enable an early purchase by local authorities might deter 
people from entering upon undertakings, especially the system being 
still largely experimental, could hardly yield any return in less than 
fifteen years, when undertakings could be bought up without com- 
pensation. 

The Earl of Crawford and Balcarres, who, as Lord Lindsay, sat 
on the Committee of 1879, also objected to the 27th clause, pointing 
out that although a fair price would be given for an undertaking, 
yet plant and machinery would be depreciated by something like 50 
per cent., which would, of course, be so much loss to the original 
company. For that reason he feared the purchasing powers would 
be a serious hindrance. 
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The Earl of Camperdown, on the other hand, supported the clause, 
observing that the great object was to prevent the creation of large 
monopolies which might prove prejudicial to the public interest. 
Nothing in the nature of compensation would take place, and tram- 
way companies were content to take leases for 15 or 21 years without 
insisting on terms for future profits. | 

Earl Cairns, on the contrary, urged that there were few precedents 
for this provision, and as electric lighting was still in its infancy, it 
must be encouraged by greater inducements than this bill offered. 
No matter what expense the original company went to for plant and 
machinery, the whole concern was to be bought up at what might 

rove to be only the value of old metal. No impediment ought to 
placed in the way of that science being developed, and under the 
circumstances he suggested that while the bill might be ed 
with, this particular provision should be postponed to next session for 
further consideration. 

The Earl of Kimberley pointed out in re to the question whether 
the bill offered sufficient inducements, that there was no practical 
experience at present to guide the legislature and it was not possible 
to fix any precise limits as to profits. (Gas companies had been 
limited as to profits, but in this case there was no such limit. If it 
should seem desirable to extend the powers of electric lighting com- 
panies, that could be done ; but at present the matter would only be 
of an experimental character, and it was important to prevent the 
creation of costly monopolies. 

The Marquis of Salisbury did not think the terms offered to com- 
panies was as fair as they might be, and in the interest of the public 
the system ought to be developed as rapidly as possible. 

The Lord Chancellor deprecated the proposal to defer the purchase 
clause, as it was important that intending companies should know 
what the terms of purchase would be at once. The Government had 
no desire to discourage the development of the system, but they were 
anxious not to repeat the fatal errors committed years ago in the case 
of gas and water companies. All the proposed companies had 
expressed their satisfaction with the terms in the bill, and one com- 
pany alone was expected to make ninety-five applications under the 
bill. He believed fifteen years would enable the companies to make a 
tolerably substantial profit. 

After some remarks by Lord Truro, Earl Fortescue, and Lord 
Ellenborough, the bill was read a second time. 

On the 8th instant, on the order of the day for going into Com- 
mittee on this bill, 

Lord Sudeley said before this bill went into committee it would be 
to the convenience of their lordships if he stated at once that since 
the second reading of the bill the Board of Trade had very carefully 
considered again the objections raised by the electric companies on 
Clause 3 and Clause 27. The Board of Trade had always felt it was 
difficult to say exactly what was the precise number of years which 
should be given to a licence, and after what exact number of years 
the local authorities should have power to purchase. ' The object had 
been to fix the shortest time for the existence of the monopoly that 
would be consistent with sufficient inducement for the investment 
of the necessary capital. After hearing the difficulties which 
the electric companies felt, mainly on the ground that the in- 
stallations would be cn a far larger scale than was at first thought 
practicable, the Board of Trade had thought that in the interests of 
the general public the term of licence should be extended to seven 
years, and the term of purchase to 21 years. The exact amendments 
would be as proposed by the noble earl (Lord Crawford). It was 
understood that this would meet all the objections of the electric light 
companies, and it was far better in the opinion of the Board of Trade 
that the question should be settled permanently than be allowed to be 
raised at some future time. The amendment about to be moved by 
the noble lord (Lord Bramwell) was totally inconsistent with this 
arrangement, and altered the terms of purchase and could not be 
agreed to. 

Their lordships then went into Committee on the bill. 

In clause 3, on the motion of the Earl of Crawford, an amendment 
was adopted extending the period of a Board of Trade licence from 
five to seven years. 

In clause 27, the Earl of Crawford moved that the period after 
which the local authorities may purchase the undertaking of electric 
lighting companies should be extended from 15 to 21 years, and 
afterwards at every subsequent period of seven instead of five years. 


The motion was agreed to, and the bill, as amended, passed 
through Committee. | 


THE ELECTRIC LIGHTING OF THE 
COMPTOIR D’ESCOMPTE BY BI- 
CHROMATE BATTERIES ON THE 
JARRIANT AND GRENET SYSTEM. 


CAN batteries charged with liquids be employed for electric 
lighting on a considerable scale without the expense involved 
in their use being out of all proportion to the result obtained ? 
All the experiments made up to the present have given a 
negative response, but this has not prevented inventors from 
continuing their researches in this direction, and in the 
ardour of their convictions these savants have persuaded 
capitalists and financiers to make the necessary sacrifice in 
order to give their ideas a practical shape, and to bring them 
within the domain of accomplished facts, Considered entirely 


from a special point of view, the installation which we are 
about to describe presents an interest quite unique, and is 
a witness of a confidence which we are far from sharing in. 
However, we shall content ourselves at present with simply 
describing what has been done, and what is about to be 
done, reserving for a future date, when the cost of the 
system is known, an expression of the economic advantages 
and the disadvantages of the installation. 

The Comptoir d’Escompte is a magnificent building in 
Paris, and in which the able architect, M. Corrozer, has 
taken advantage of the most recent advances made in 
science and industry. The records deposited in the Comp- 
toir represent a considerable sum, and in the interest of 
their preservation in order to diminish as much as possible 
the chances of fire, the suppression of gas lighting and the 
introduction of electric lighting was decided upon. By 
way of precaution it was determined not to employ a steam- 
engine in the base of the establishment, and the installation 
of this machine in the neighbourhood presented insur- 
mountable difficulties. It was necessary, therefore, to have 
recourse to batteries, and in order to avoid obnoxious fumes 
it was decided to employ the bichromate form. The pattern 
settled on by MM. Grenet and Jarriant does not differ in 
principle from the aerated form devised by M. Grenet in 
1857 and constructed at this date with the object of apply- 
ing it to chirurgical operations. At the Comptoir d’Es- 
compte bichromate of soda was substituted for bichromate 


_of potash, the cost of the latter being the higher of the 


two, aeration is effected mechanically instead of by a hand 
bellows, and all the arrangements of detail are combined in 
order to facilitate the daily use of such a large number of 
elements, for the complete installation does not include less 
than 60 batteries of 48 elements each, or 2,880 elements in 
all. One half of the batteries is already in use, the other 
half is also actually set up ready to be brought into use in 
October next. When fully at work the electric lighting of 
the Comptoir d’Escompte will represent an electric power of 


_ 50 horses. 


We will now describe the installation. Each battery is 
composed of 48 zinc-carbon elements (with a single liquid) 
joined up in series. The solution is made of 75 kilogrammes. 
of bichromate of soda and of 150 kilogrammes of sulphuric 
acid for each cubic metre of liquid. Each element is formed 
of a square ebonite cell, provided with an overflow pipe to 
draw off the solution. The positive pole is formed hy four 


rectangular plates of carbon arranged parallel to the sides of . 


the cell ; the negative pole consists of a little cup of ebonite 


_Gontaining mercury, in the centre of which is fixed a metallic 


stalk. Around this stalk are arranged four or six zinc rods 


plunged into the mercury ; this insures good contact and 


also a perfect amalgamation of the zincs ; the cylinders of 
zinc are held vertically around the stalk by means of india- 
rubber rings. The carbons are fixed in the cells, whilst all 
the zines are suspended across, which allows of their being 
withdrawn or plunged into the solution ; the active surface 
of the zinc can thus be varied, and the internal resistance 
adjusted according to the current required. The connection 
of a carbon to a zinc is effected by means of a little metallic 
tube fixed to the carbon and half filled with mercury, into 
which is plunged a stalk fixed to the zinc; this allows of 
the vertical withdrawal of the zincs without interrupting 
the connection of the elements. The solution of bichromate 
of soda is prepared beforehand in large quantities at the 
workshop and is pumped into large reservoirs at the top of 
the building. From there it is brought below to each battery 
by aspecial pipe service—very well arranged although rather 
complicated—provided with taps of ebonite and pipes of 
india-rubber. 

The fresh liquid can be used three times over. The first 
time it flows at the rate of 20 litres per hour, and through 
the battery of 48 elements ; the second time at the rate of 
30 litres, and the third time at the rate of 40 litres. By 
adding a little of the fresh liquid it can be used over for a 
fourth time. When thus used it drains through at the rate 
of 60 litres per hour per battery ; after which the liquid 
goes through a process of regeneration. MM. Jarriant and 
Grenet profess to be in possession of an economical process 


for the regeneration of the liquids, a process which allows 


of the separation of the chrome and the zinc from the 
alkaline sulphate, by a new method. This process, which is 
no longer a secret, being patented by MM. Jarriant and 
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Grenet, appears to us to be decidedly complicated. The 
following is a rapid enumeration of the manipulations neces- 
sary to effect the regeneration of the products :— 

ist. The saturation of the excess of sulphuric acid by 
carbonate of lime ; the precipitation of the sulphate of lime, 
of the oxide of chrome, and of the carbonate of zinc. The 
liquor which remains contains alkaline sulphate. 

2nd. The decantation, concentration, and crystallisation 
of the alkaline sulphate. 

8rd. The separation of the carbonate of zinc from the 
oxide of chrome, and of the sulphate of lime, by a certain 
quantity of sulphuric acid, which is calculated exactly to 
transform the carbonate of zinc into sulphate of zinc. The 
liquor which remains contains sulphate of zinc, which is 
concentrated after decantation for crystallisation. | 

4th. The desiccation, and mixing of the 
sulphate of lime and oxide of chrome with quicklime and 
the alkaline carbonate. 

5th. The calcination of the above mixture un the hearth 
of a reverberatory furnace and the extraction of the 
chromate by known processes. 

We see that the generation of the products is by no 
means a simple operation, involving, as it does, five pro- 
cesses, not counting the known processes, and the carriage 
of the liquids from the Comptoir to the workshop, and from 
the workshop to the Comptoir. 

Let us now return to the batteries. We can see that the 
overflow pipe serves to maintain the level constant in the 
elements in proportion as they are filled with fresh liquid ; 
this. circulation of the liquid serves in a certain degree 
to keep the current constant, a constancy still more pre- 


served by an aeration produced in each element by means of ~ 


two tubes of ebonite, which plunge into the bottom of the 
liquid. In order to obtain the air necessary for the aeration 
without special expense, advantage is taken of the compressed 
air used for the pneumatic transmission of messages between 
the various offices of the Comptoir. 

Under ordinary conditions, the volume of air furnished to 
each battery is about three cubic metres per hour, under a 
pressure equal to the height of the liquid in the elements, or 
about 15 to 20 centimetres of water. 

The installation is completed by a supply of water for 
cleaning the elements, and a doubie sink for the discharge ; 
one of the sinks is employed for remixing the liquid for 
charging the batteries, the other holds the water for washing 
the elements and conducts it into the sewers. 

The negative pole of each battery is connected to a 


common lead wire, the positive pole is joined to a com- ' 


mutator which has fifty bars. The feeding apparatus is 
also connected to a common negative lead wire, and the 
positive poles are attached to the same commutator ; the 
batteries occupy the horizontal bars and the lighting 
apparatus the vertical ones. We only require, therefore, to 
place a peg where two given bands meet in order to establish 
communication between a battery of a given number and 
a given series of lighting apparatus. Either the Swan 
incandescent lamps or the arc lamps of Siemens, Gravier, 
&c., are used as occasion requires. Each battery of 48 
elements in series has an electromotive force of 82 volts, 
and can give as much as 24 amperes on a short circuit. 
We see by these figures that a single battery is sufficient 
to feed a number of incandescent lamps or a voltaic arc 
with 10 carbons of 10 millimetres, which works very well 
with 10 ampéres. We can besides group several batteries 
im tension or in quantity as occasion may require, in order 
to supply more powerful arc light or a larger number of 
incandescent lamps ; it is with this object and also for the 
purpose of having a few reserve batteries that the com- 
mutator has only 50 positions, although the complete in- 
stallation should have 60 batteries. 

The employment of a distinct wire for each lamp, and of 
a wire for each battery, the negative being in common, con- 
stitutes rather a serious expense at the first installation, but 
it has the advantage of rendering the apparatus, lamps, and 
batteries absolutely independent of one another. In case 
of accident it is easy to localise it and repair it, and thus 
the accident is never very serious. An indicating table, 
arranged opposite the Swiss commutator, enables the lighting 
of any given hall to be regulated from a distance; the 
workman charged with the superintendence of it knows 
which are the right batteries to work, and has only to place 


| 


the pegs. Besides, the lamps can be lit or extinguished at 
will by commutators arranged in the hall, when com- 
munication is established between a battery and a given 
circuit by means of the Swiss commutator. 

Such is the principle of MM. Jarriant and Grenet’s 
installation of bichromate batteries for the lighting by 
electricity of the Comptoir. 

The future will throw some light on the economic view of 
the question, concerning which we have as yet very vague 
ideas. This point will decide the future of the installation ; 


but whatever fate may be reserved for it, it was no less in-: 


teresting to describe the general outline of an installation in 
which for the first time for industrial purposes and practical 
application an electrical energy of fifty horse-power has been 
produced by the employment of liquid batteries. 


CORRESPONDENCE. 


TO CORRESPONDENTS. 


No notice can be taken of anonymous communications. Whatever 
is intended for insertion must be authenticated by the name and 
address of the writer, not necessarily for publication, but as a 
guarantee of good faith. 

Correspondence should arrive not later than Tuesday morning if it is 
desired to appear in the following number. 


A MAGNETOMETER FOR THE DETERMINATION 
OF THE POLE STRENGTH OF MAGNETS. 


To the Editors of THE ELECTRICAL REVIEW. 


Srrs,—While occupied in the study of magnetism I have 
devised a little instrument by which the pole strength of 


‘magnets may be determined in absolute units. As it 18 not 


difficult to arrange and gives good results I venture to send 
it to your Review, as it may possibly be of use to some 
who are engaged on the subject of magnetism. 
Yours faithfully, 
FREDERICK JOHN SMITH. 
Taunton, July 28th, 1882. 


DESCRIPTION. 


A magnet of rectangular shape, 8 © N, having a brass 
counter weight, D c, equal in length to oN, is attached to a 
torsion wire, A B, stretched between two pillars ; it is fur- 
nished with a mirror scale and lamp, FH. The magnet is 
made of rectangular form in order that the south pole may 
be placed in the axis of the wire, and thus out of the in- 
fluence of side pull of the magnet, N’s’. By a milled head at 
A different amounts of torsion can be given to the wire. 
To use the instrument the magnet, n’ 8’, is removed, and 
the magnet is placed in a horizontal position, and the scale 
reading taken. A known weight, w, is now placed at D, 
and the new scale reading recorded. The weight is now 
removed, and the magnet, N°’ s', of equal pole strength is 
slowly raised under the N pole of the rectangular magnet 
until the same reading on the scale is obtained as when the 
weight was on, thus the repulsion of the two equal poles is 
equal to the effect of the weight, w. (No great difficulty is 
found in making magnets of equal pole strength by a pecu- 
liar process. ) 


Now, we know that the force, f, acting between magnetic 
poles it stated by the formula 


sx 9s’ 


where 8 8’ denote pole strength and d distance between 
them in this instrument, s — 8s", so the formula may be 


written | 
s? 


and w g can be written for f where w denotes the numerical 
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value of the weight and g = gravity force ; from this 8 is at 
once known ; the weights are part of the gramme, and the 
distance, d, is measured in centimetres. he rectangular 
magnet has been used by me to construct a virtually one- 
pole magnet some years ago. When the strength of one- 
pole has been determined other magnets and solenoids can 
at once be compared with it, the magnet, N’ s’,, is raised into 
position by a micrometer screw. 


THE RIVAL TELEPHONE COMPANIES. 
To the Editors of Tue ELEcTRICAL REVIEW. 


Sirs,—The public has no doubt heard with no unmixed 
ante the announcement by “The London and Globe 

elephone and Maintenance Company (Limited), that it 
intends to construct and maintain and provide telephone lines 
and exchanges on more advantageous terms than those of 
existing companies, so as to place the telephone within reach 
of all classes of society.” The United Telephone Company 
has lost no time, however, in bringing to the notice of the 
public several judicial facts bearing upon certain of the 


patents advertised as part of the purchase to be made by the 


new company for the moderate sum of £130,000. The 
ES however, are too familiar with the preposterous claims 

eretofore set up by the United Telephone Company to give 
credence to all that company may publish. In this case, 
however, it would annear that Mr. Justice Fry did decide 
that the Hunnings’ transmitter, “ having the combination 
of a diaphragm with a tension regulator,” was an infringe- 


ment of Edison’s patent, which patent, however, Mr. Justice 


Fry felt compelled by the evidence before him to declare to be 
void, because of a claim in it not justified by the provisional 
specification. 
Now, however, the fiat of the Attorney-General has been 
anted, and the objectionable claim of Edison has been 
isclaimed—and his patent stands valid—and any transmitter 
combining a diaphragm with a tension regulator, be it 
Hunnings’, Dolbear’s, or Ander’s, is clearly an infringement 
of Edison’s patent, according to the decision of Mr. Justice 


hen schemes, for which the too easily gulled British 
public are asked to subscribe, embrace the development of 
scientific discussion, it might be advisable for it to consult 
scientific publications instead of the financial newspapers 


of the day. 
JUSTICE. 
10th August, 1882. ; 
MULTIPLE TELEPHONE SIGNALLING. 


To the Editors of THE ELECTRICAL REVIEW. 


Strs,—I beg to offer a few remarks on the article 
describing Mr. Kettell’s individual telephone call and signal, 
in the number for July 15th. It is a difficult task to give 
a detailed description of such an instrument, and great 
credit is due for the lucid manner in which the working 
was explained. 

‘* The proof of the pudding is the eating.” I therefore 
speak with all deference to the statement that the system 
has been in practical use for over a year and a half, and 
has proved a perfect success, but it would appear to me that 
the following difficulties would seriously affect the prospect 
of its general introduction into this country :— 

1. Each subscriber could interrupt and overhear the 
conversation of any other subscriber on the same line. 

_2, Any mischievous person might Without fear of detec- 
tion, ring up all the subscribers on the line by pressing his 
button when he observes the clockwork going. 

3. The subscriber who first calls is kept waiting with his 
telephone to his ear until the exchange answers him, and 
after that until the attention of the person he wishes to 
speak to is gained. This is very wearisome compared to 
the separate line system, under which the subscriber simply 
rings up the exchange, and having given the number of 
the firm he requires, may leave the instrument until his bell 
1s rung again as a warning that the person he asked for is 
in readiness to speak. 

4. No. 1 rings up the exchange, and in doing so sets 
all the discs to “line occupied”; he says he wants to speak 
to No. 5 (who is on the same line). How is the attention 
of the last-named to be obtained? Must not the exchange 


o through the process of clearing the line, and then ring 
im up by pressing the button, p, as in other cases ? 

5. The amount of work thrown on the operators would 
appear to be very heavy ; they would not only have to wait 
until the clock ceased running before connecting two lines 
together, but would have to send clearing currents along 
each of them after the expiration of the three minutes 
allowed for speaking. 

One man could not, I suppose, do the switching for more 
than thirty subscribers (six lines of five stations each). __ 

6. In the event of the person who is being called not 
attending to the first ring of his bell, a clearing current 
would have to be sent from the exchange along the line, 
and the process of ringing him gone through again, during 
which time the subscriber who first called would be im- 
patiently waiting with his telephone to his ear. 

Taking the difficulties above enumerated into considera- 
tion and the thousand and one peculiar incidents which 
occur in the use of exchange lines, I do not think that we 
have yet arrived at a satisfactory solution of the problem 
how to connect several subscribers up to an exchange on 
one wire, and at the same time give them an efficient service. 

The best arrangement I have yet seen for the io 
was that designed by Messrs. Brown & Saunders, and shown 
at the recent Crystal Palace Exhibition. A description of 
it was given in one or two of the scientific papers. The 
following is an extract from one of these, from which it will 
be seen that very important results are obtained :— 

“The object of this apparatus is to place a number 
(say 11) telephonic subscribers in series on one line in 
such manner that either one may call up and speak to 
another without disturbing the remainder and without the 
possibility of any of the remaining subscribers either tapping 
or overhearing the conversation or of interrupting by ring- 
ing until the caller clears the line. 

‘ An automatic arrangement is also provided which insures 
that the caller shall not neglect to so clear the line when 
he has finished speaking.” 

The telephone industries are now assuming bg large 
proportions ; a great variety of opinion exists as to the best 
form of switch boards, subscribers, instruments, transmitters, 
line work, &c. It appears to me at once strange and regret- 
table that in this country telephonists have not hitherto 
exchanged views and discussed these questions through the 
medium of a paper. am, Sirs, 

Yours faithfully, 

WM. L. MADGEN. 
Belfast, August 5th, 1882. 


ELECTRIC LIGHTING. 
To the Editors of THE ELECTRICAL REVIEW. 


GENTLEMEN,—In Mr. Humphreys’ letter to your journal 
of the 5th inst., making, no doubt, allowable excuses for 
the Brush failures, he says, “In this the first large 
attempt ever made at street lighting in this country.” 
Now, “ fair play is a jewel,” and long before “ Brush” was 
ever heard of the “ Jablochkoff” system lit the grandest 
thoroughfare in Europe, and has done so for nearly four 
years, and never had an extinction, until for one night 
lately, by the piston rod of the engine breaking. 

Faithfully yours, 


R. SPEAR BEGBIE. 
August 5th, 1882. 


THE CITY AND GUILDS OF LONDON INSTITUTE 
TECHNOLOGICAL EXAMINATION, 


To the Editors of THE ELECTRICAL REVIEW. 


SIRS,—In “ Fareham’s” interesting and suggestive letter 
in your last issue, on the recent technological examination, 
held under the auspices of the City and Guilds of London 
Institute, he mentions what appears to be an anomaly in 
the result of that examination. The particulars which he 
gives of this case tally exactly with those known to me, and 
if I am right in believing they refer to the same circumn- 
stances, perhaps, as one better acquainted with the actual 
facts, I may be permitted to correct the erroneous opinion 
he has formed of them, and which he may have led your 
readers to share. Your correspondent is quite wrong in 
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stating a clerk of only six months’ study managed to secure 
an honours’ “ pass,” while another of six years’ theoretical 
and practical experience was plucked, and using this as an 
argument to show the weakness of the present examinational 
system. The truth is, the successful clerk has had a few 

ears of study, and it has not been all theoretical, though he 
Les never acted as a “test” officer. “Fareham” is not 
very successful in ss the cause of the failure of one 
so deserving of honours. Is it conceivable that one who 
five years ago secured a first class certificate in electricit 
and magnetism could have failed to pass in honours throug 
inability to express himself? But, whatever may be the 
true reason, it is scarcely fair to make use of the result to 
cast reflections on the quality of the knowledge possessed 
by a successful candidate, and to question (even though 
indirectly) his right to an honour which he has striven 
hard for. 

“ Fareham” assures us this “anomaly” is by no means 
an isolated one, but I am inclined to think that if the others 
were examined into they would admit of a more creditable 
explanation. I do not believe that any one, however excel- 
lently crammed or coached, could pass ordinary or honours 
in telegraphy without a considerable practical knowledge of 
the subject. ims 


August 7th, 1882. 


To the Editors of Tue ELEcTRICAL REVIEW. 


Srrs,— The keynote of the annual wail from disappointed 
teachers has been struck by your correspondent “ Fareham,” 
in a letter which is valuable, so far as the tabulation of the 
examination results and his remarks thereupon go, but 
which, in other respects, has not a very logical connection 
between its premises and conclusions. 

A quotation is made from an address of Colonel Webber, 
in which instruction in the workshop and laboratory, and 
the hand-in-hand march of theory and practice is advocated ; 
and your correspondent goes on to state, that such a course 
cannot be gone through at the City and Guilds classes so 
long as the present system of examination continues, so 
long as students gain prizes, and teachers grants, by mere 
“cram” knowledge. I venture to think this charge 
against the City and Guilds examinations is quite unfounded. 
The questions set at the May examination seem to have 
been specially directed against “ cram,” and no student who 
had not combined a practical, with a theoretical study 
of the subject, could have answered them satisfactorily. 

To support his case, “ Fareham ” cites an instance where 
a student, who has devoted five years of his time to the 
study of technical telegraphy, and who discharges from 
time to time the duties of a testing officer, was plucked, 
while a six months’ (?) student gained an honour’s place. 
“ There is but one explanation of such an anomaly,” adds 
your correspondent, “‘ and it is the failure of the five years’ 
student to express himself on paper.” | 

Practical examinations are, therefore, demanded. With- 
out discussing whether a student who fails at a written 
examination would be more successful at an oral one, I 
would point out that this “anomaly” is singularly at 
variance with the position taken up by “ Fareham,” proving, 
as it does, that there may be too much practice and too 
little theory. There are many very good testing officers 
who carry out their duties with care and exactitude, and 
with a certain amount of “knowingness” to boot, whose 
real knowledge of the principles of testing never rises above 
the rule of thumb ; and probably the five years’ student’s 
relationship to this class of technical officers may account 
for his inability to express himself on paper. 

_ Undoubtedly a great cause of failure at these examina- 
tions is the temptation which first year’s students have to 
compete in the honours grade, This is due to the practice 
of carrying on the teaching for both grades at the same 
time, there being no distinction between ordinary and 
honours subjects in the syllabus supplied to teachers. Were 
the City and Guilds Institute to take an example from the 
Science and Art Department in this respect, and issue a 
syllabus stating clearly and fully the ground to be covered 
in each grade, teachers and students would be alike benefited. 
The teaching would then be thorough and definite, the class 
being necessarily elementary or advanced. It would not 


then be needful to hurry over the entire subject in one 
short session as at present, and students would no longer 
have it in their option to bring discredit on themselves and 
their teachers by aspiring beyond their qualifications. 
Yours truly, 
MAGA. 


THE UNITED TELEPHONE COMPANY. 
To the Editors of THE ELECTRICAL REVIEW. 


DEAR Sirs,—I venture to send to you a few comments on 
the reports made by the directors of the United Telephone 
Company (Limited) to the two general meetings of their 
shareholders, held respectively on August 9th, 1881, and on 
August lst, 1882. | 

he nominal capital of this company is £500,000, of 
which it appears that £400,000 had been _ in for shares 
prior to August 9th, 1881, the date of the first general meet- 
ing. In that report it was stated by the chairman that in the 
months of May, June, and July, 1880, there were 609 sub- 
scribers ; in August, September, and October, 707 ; and in 
December, January, and February, 820 ; and on August 9th, 
1,052. The total receipts from all sources were £20,644, 
and the working expenses were £20,273, thus showing a 
surplus of £371 over and above working expenses, with 
which a dividend of one-twelfth of one per cent. might have 
been paid on the £400,000 paid-up capital—a result which 
could not have been very satisfactory to the 600 share- 
holders. But the Lancashire and Cheshire Telephone Com- 
pany fortunately arrived in time to assuage their grief, and 
a bonus of 10s. per share upon the issued shares of the 
United Telephone Company was paid out of the sum of 
£50,000 cash received from the Lancashire and Cheshire 
Telephone Company, leaving a balance of £10,000 to be 
carried to the reserve fund, applicable to the general pur- 
poses of the company. The United Telephone Company 
received also from the Lancashire and Cheshire Telephone 
Company 50,000 of their fully paid-up shares of £1 each. 

At that meeting the chairman said, “I don’t want to 
bother you with figures, but here are some remarkable 
statistics compiled by our auditors, showing the increase in 
the number of our subscribers, and, above all, the decrease 
of the expenses.” The few figures which the chairman did 
put forth must have bothered greatly the shareholders, as 
those figures gave to the shareholders the not welcome 
information that the company had earned only £371 during 
the year, notwithstanding the “ remarkable statistics com- 
piled by the auditors.” The one great fact which stands 
forth conspicuously in that report is that the United Tele- 
phone Company, with 1,052 subscribers to their London 
exchange, earned only enough to cover their working 
expenses. 

Now I turn to the report submitted on the Ist inst. to the 
general meeting of the shareholders. 

The receipts from all sources for the year have been 
£42,624, and the working expenses £21,050 ; the balance 
net revenue, £21,945, from which a dividend of 5 per cent. 
was paid on £400,000 paid-up capital, leaving a balance of 
£1,945 to be carried forward. | | 

It is no doubt gratifying to the shareholders that their 
telephone exchange has paid them a dividend of 5 per cent., 
less income-tax. 

Is it possible that the 600 shareholders who have paid 
£400,000 into this company’s coffers can be satisfied with 
a dividend of 5 per cent. when they consider that Bell’s 
patent will expire in eight years, in December, 1890, and 
Edison’s patent in July, 1891, for which the company have 
paid fabulous sums of money ; to which must be added the 
money paid for Crossley and Blake’s patents, making a total 
of nearly £300,000, which large sum of money will have 
entirely disappeared in nine years. No mention is made in 
either of the reports of any provision for a sinking fund to 
make good to the shareholders the capital sunk in patents. 
Perhaps they are satisfied with the patent sinking fund they 
have. The report announces the formation of two new 
companies affiliated to the parent company, viz., the Tele- 
phone Company of Ireland, nominal capital £200,000, of 
which the United Telephone Company receives 87,500 shares 
of £1, and a payment of annual royalties on each instru- 
ment used ; the other company is the Western Counties 
and South Wales Telephone Company, nominal capital 
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£275,000, of which the United Telephone Company receives 
125,000 shares of £1, and annual royalties on each instru- 
ment used. If these companies can earn dividends of 
course the United Telephone Company will receive its share 
of them. That the prospect is good may be doubted, when 
the prolific parent company’s exchange in London, with its 
4,000,000 population, could only pay its expenses during 
the first year, and only 5 per cent. for its second year. 

The abnormal high price of the shares of this company is 
an enigma. 

The statement made by the chairman at the first general 
meeting that the United Telephone Company had secured 
in its own hands “all the patents of value in this country, 
and that it has the monopoly of the telephone in the United 
Kingdom,” no doubt has had its effect upon the general 
public, who, believing in those (I may say) preposterous 
claims, fancy they hold a monopoly of telephony in the 
United Kingdom. Even in the report submitted on the 1st 
inst. that illusion is attempted to be kept up by the remarks 
of the chairman, that “if any persons do obtain a licence 
from the Postmaster-General they will first have to obtain 
proper instruments to carry out the business, which I think 
at this moment is rather a doubtful enterprise on their part.” 

lt is possible—aye, probable—that the general public will 
sooner or later be convinced that this company’s security in 
a monopoly is a myth, and will learn to its cost that the 
fancied security in a monopoly expressed by their chairman 
resembles closely the fancied security of the ostrich, which 
sapient bird hides its head and believes its pursuers cannot 
see it because it has concealed its own eyes. 

The telephone is an useful instrument, and will become a 
necessary one so soon as instruments can be procured at a 
reasonable price, which desirable end cannot be obtained 
from a company which has paid hundreds of thousands of 


pounds for a fancied monopoly. 
COMMON SENSE. 
London, August 9th, 1882. 


— 
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NOTES. 


ERRATUM.—ELECTRICAL REVIEW.—In the letter of Prof. 
Silvanus Thompson, headed “ The Telephone,” in our issue 
of August 5, 1882, p. 87, col. 1, line 12, for “1863” read 
“1861.” 


DANGER FROM ELECTRIC LIGHTING.—We read in the 
daily press that an accident, attended with fatal results, 
occurred on Sunday evening, in the Tuileries Gardens, in 
Paris, during the display of fireworks. Two men, in 
attempting to climb over the railing, caught hold of the 
electric wire used for the illumination of the grounds, and 
were struck dead on the spot, all efforts to restore them to 
life proving ineffectual. 


OPPOSITION TO A PaTENT FOR IMPROVEMENTS. IN 
Dynamo-ELECTRIC MAOCHINES.—In the opposition to the 
application by Mr. W. H. Akester, of the Universal Electric 
Light Company, Limited, for letters-patent for improve- 
ments in dynamo-electric machines, the Attorney-General 
heard counsel for parties on Saturday last. On account of 
the allegations and counter-allegations in the declarations, 
while permitting the — to proceed, he declined to allow 
the applicant costs. In reply to counsel on both sides, the 
Attorney-General stated that as his tribunal was one before 
which parties could not be cross-examined upon oath, he 
should for that reason allow the patent to proceed, leaving 
the applicant to his remedy in open court. Application for 
provisional protection was made and granted on 17th 
December, 1881 (No. 5525), and on notice to proceed being 
given, opposition was lodged against the patent being sealed 
by Mr. David Graham, electrical engineer to the Railway 
Appliances and Electric Company (Limited). The grounds 
of opposition were : (1) That the patent was an infringement 
of a patent which Mr. Graham had previously acquired—this 
ground was afterwards abandoned ; and (2) that the inven- 
tion was that of Mr. Rankin Kennedy, another employé 
of the company, and not the invention of Mr. Akester, 
while the latter maintained that the invention was exclu- 


sively his own. The application and opposition have been 
fought keenly for several months past, so great is the 
intrinsic value of the invention believed to be, many 
declarations and exhibits having been made on both sides. 
The matter is by no means finally disposed of, and Mr. 
Kennedy has upon the advice of his counsel instructed his 
agent to oppose the applications before the Lord Chancellor. 


EXTINGUISHING THE ELECTRIC LigHt.—For maliciously 
extinguishing the electric light in St. Enoch Station, Glasgow, 
Peter Smith, who had been an employé of the Glasgow and 
South Western Railway Company, was fined two guineas, 
with the alternative of twenty days’ imprisonment, at the 
Central Police Court of Glasgow on Monday last. 


THe Exectric Lieut at EDINBURGK.—After the unfor- 
tunate failure of the electric light as an Edinburgh street 
illuminant, it is gratifying to learn that the installation 
made twelve months ago at the Waverley station of the 
North British Railway Company has been so successful that 
the company has decided that “the light of the future” 
shall shed its rays not only over the main portion of the 
station, but even unto its outermost platforms. 


ELECTRIC LIGHTING IN THE RoyaL AQUARIUM.—We 
understand that a prize of 100 guineas is to be offered for 
the best and most durable system of incandescent electric 
lighting in the forthcoming exhibition, to be held at the 
Royal Aquarium. Each competitor is to be limited to 
100 lamps, and these are to be kept in action during the 
whole time that the exhibition is open. Tests on each 
system will also be taken at intervals. We believe that it 
will be stipulated that when each installation is fairly started 
no part of it shall be subject to any additions or alterations 
unless duly reported. 


THE WINTER ELECTRICAL EXHIBITION AT THE ROYAL 
AQuARIUM.—Doubtless most of our readers are already 
acquainted with the contents of the prospectus issued by 
the directors of the Royal Aquarium. The space at com- 
mand being limited, the installations of individual ex- 
hibitors will be restricted, so that all may be placed upon an 
equal footing. Attention will be concentrated more par- 
ticularly on electrical matters which have hitherto been 
imperfectly touched upon. Copies of the prospectus, to- 
gether with a lithographed plan of the Aquarium building, 
may be obtained on application to Mr. Will. D. Gooch 
the engineer to the exhibition. 


’ 


ELECTRIC LIGHTING IN LIVERPOOL.—The Pilsen, Joel, 
and General Electric Light Company, Limited, on the 
evening of Wednesday, the 2nd inst., lighted the extensive 
music warehouse of Mr. W. Lea, in Church Street. Four 
Pilsen arc lamps, each giving a stated light of 2,000 candle- 

wer were employed, the current being produced bya 
Schuckert 4-light dynamo-electric machine, driven by a 
five horse-power Ransome’s engine. This and the machine 
were placed in School Lane, and the length of cable 
required was about 500 yards. We believe the installation 
is under the control of Messrs. Woodhouse and Rawson, 
electrical engineers and contractors, the work however 
being carried out under the direction of Mr. R. H. 
Newington. A large number of ladies and gentlemen (in- 
cluding the Lord Mayor, the Lady Mayoress, and several 
councillors), were present at the invitation of the chairman 
and directors of the company. These were received by 
Mr. Beattie, the company’s London representative, and 
Mr. Rawson. We understand that the inauguration passed 
off in a most successful way, and great satisfaction was 
expressed by all present at the effect produced by the Pilsen 
light. 


Tue Evectrric Ligut AT PaisLEy.—The mansion of 
Mr. Archibald Coats, at Woodside, Paisley, has now been 
fitted throughout by the Edison Electric Light Company 
with the electric light. The total number of lamps fitted 
up is 200. 


THE ELECTRIC LIiGHTING Bizz.—Two letters in the 
Times of the 8th inst. on the above subject are worthy the 


| | 
= | 
| 
| 
| 
| 
| 
| | 


7 4 


THE TELEGRAPHIC JOURNAL AND 


Ava. 12, 1882.] 


ELECTRICAL REVIEW. | | 107 


attention of all connected with the electric lighting interests. 
One is from Mr. Moulton, Q.C., and is written in a similar 
strain to that of Sir Frederick Bramwell, published in the 
same paper a short time previously. The second is from 
Mr. Arnold White, the Secretary to the Edison Electric 
Light Company. 


Exectric LIGHTING IN AMERICA.—The Hotel Vendome 
in Boston has within the last few days been provided with 
sixty of the Edison Company’s incandescent lights, each 
having a power of sixteen candles. Mr. William W. Munroe, 
the Boston agent of the company, says the Edison Company 
now can fairly claim that it bas passed its experimental age, 
and with its system perfect in all details is now really 


achieving high practical results. The incandescent light, 


he adds, as used by the Pemberton, Arlington, Merrimac, 
and Worrumbo mills, and by numerous prominent business 
houses throughout New England, is daily proving that it is 
superior to gas in all ways, while at the same time more 
economical. We read also that by September one thousand 
houses in New York will be supplied with the incandescent 
light in Edison’s first district. Since June Ist, accord- 
ing to an American contemporary, Mr. Edison has 
filed fifty-one applications for electric lighting patents, and 
that he has now a grand total of 109 ay in this subject 
alone. Edison —s have been used for some months in 
the offices of the Philadelphia Ledger, and the plant is 
now being doubled. The Record has also ordered an 
installation. The United States Illuminating Company 
is also apparently doing a considerable amount of business. 
Machines and lamps under the Maxim, Weston, and Farmer 

tents are manufactured for the company by the United 

tates Electric Lighting Company, and not less than 
160 miles of conducting wires for arc lights have been 
supplied. | 


Over Five THOUSAND ELECTRIC LIGHTS IN ONE 
BuizpiNG.—The Mills Building, Wall and Broad Street, 
says the Scientific American, has been wired for 5,588 Edison 
lamps. As this is the largest enterprise of the kind ever 
undertaken the details may prove interesting. The con- 
ductors consists of 1,650 feet of Edison’s patent electric 
tubes, 628 feet of lead pipe containing taped wires thoroughly 
insulated, 23,658 feet of zinc tubes, 75,909 feet of wire 
conductors, and 24,162 feet of wooded receptacles, placed 
between the floors, to hold the system of distributed wires. 
The total amount of wires used was 3,774 lb., besides 48 
vertical main cut-outs, and 253 division cut-outs. 


THE TELEGRAPH AND ELECTRIC Ligut In EGyPT.—The 
mounted portions of the telegraph troop Royal Engineers, 
consisting of about seven officers, 184 non-commissioned 
officers and men, and 65 horses, with two field telegraph 
equipments complete, and the field pack of the Royal En- 
gineers, including one officer, 33 non-commissioned officers 
and men, and 26 horses, under the command of Major Sir 
A. Mackworth, marched from Aldershot on Saturday last, 
en route to the South-West India Docks, London, where they 
will embark to-morrow in the steamer Ozxenholme for convey- 
ance to the East. 

The telegraph steamer John Pender, which arrived at 
Alexandria with a sufficient supply of cable on board for the 
projected line between Suez, Port Said, and Alexandria, was 
recently engaged in important work for the Eastern Tele- 
graph Company between Lisbon and Land’s End. Imme- 
diately on the decision of the Government, and from the 
urgency of the case, she was ordered to Alexandria. 

A portable steam-engine has just come out for working 
an electric machine. . 

Izzet Effendi, Director of the Telegraphs, sent a staff of 
employés on the 8rd inst. to lay and open a cable between 
Jeddah and Souakim. 

The Superb used her electric light on the night of the 
9th inst. from where she lies, off Count Zizinia’s house, but 
whether it was an advantage or otherwise is an open ques- 
tion. From the distance she had to throw the rays it was 
impossible for those on board to use the light so as to be of 
the greatest assistance to our sentries. The officer in charge 
of the picket said that several times the electric light was 
thrown on his own men, who thus were themselves exposed 
to view, and at the same time were unable to penetrate the 


darkness beyond. This is man gow | turning a valuable 
Se into a source of danger, and it shows the inutility 
and even peril of using the electric light indiscriminately. 
Arrangements have been completed for throwing the electric 
light over the enemy’s lines from Ramleh. 


MOVEMENT FoR CHEAPER TELEGRAMS IN AUSTRALIA.— 
A number of gentlemen interested in the various industries 
of the Northern Territory of South Australia recently met 
to consider the best means for securing a reduction in the 
cost of telegrams between Adelaide and Port Darwin. 
After a brief discussion it was decided to bring the matter 
before the South Australian Government, and the better to 
attain this object a memorial was prepared to be presented 
by a deputation to the Minister for the Northern Territories 
as soon as representative signatures to it are obtained. The 
memorial suggests that the charge for the first ten words 
should be mel from tenpence to threepence. 


Tue Cost oF TELEGRAMS.—It has ‘been suggested that, 
as a step in the direction of reducing the cost of telegrams, 
the Post-Office should allow a message of twenty words, the 
answer to which is prepaid, to be sent for 1s. 6d. The idea 
is ms. | to be brought under the notice of the Postmaster- 
General on an early day. 


THE TELEPHONE.—From Birmingham we learn of a new 
and useful application of the telephone. Between the offices 
of the Health Department and the borough hospital, three 
miles distant, telephone communication has been established, 
in order to lessen the risk- of the spread of infection by 
friends visiting the — This method of ascertaining 
the progress of the hospital inmates is extensively taken 
advantage of daily. 


THE LONDON AND GLOBE TELEPHONE AND MAINTENANCE 
Company.—This company has been promoted for the pur- 
pose of acquiring the telephonic inventions of Prof. Dol 
for a transmitter and receiver (the latter being already well 
known), and the microphone transmitter of Mr. Anders, 
together with switch boards, signal bells, and batteries. 
Included also in the purchase-money (£40,000 in cash, and 
£90,000 in fully paid shares of the company) is the 
celebrated “Hunnings” transmitter. No sooner is the 
prospectus issued than the United ce mag Company 
informs intending investors through the medium of the press 
that proceedings will be taken against the new company, 
the United Telephone Company being advised that the 
Dolbear, Anders, and Hunnings transmitters sre all in- 
fringements of the Edison patents. The London and 
Globe Telephone Company, in response, invite the public 
to disregard the opposition of the monopolising company. 
We consider the new company ill advised in bringing for- 
ward the last-named transmitter (if they had others ar 
good), and we hope that the action taken by the Uni 
Telephone Company will not have the effect anticipated. 


THE New ATLANTIC CABLE ENTERPRISES.—In the 
Senate of the United States, on June 26th, 1882, Mr. 
Gorman asked and, by unanimous consent, obtained leave to 
bring in the following bill, which was read twice and re- 
ferred to the Committee on Foreign Relations. On June 
27th, 1882, it was + by Mr. Windom with amend- 
ments, viz., to insert the parts printed in talics :— 

A BILL 


To encourage and promote telegraphic communication between 
America and Europe. 

Be it enacted by the Senate and House of Representativesof the United 
States of America in Congress assembled, That Robert Garrett, William 
F. Burns, and William F. Frick, of Maryland, their associates, 
successors, and assigns, shall have the right to construct, lay, land, 
and maintain a line or lines of telegraph or submarine cables on the 
Atlantic coast of the United States of America, to connect the 
American and European coasts by telegraphic lines, wires, or sub- 
marine cables: Provided, That said company shall begin to lay said cable 
or cables within one year from the passage of this Act: And provided 
further, That no amalgamation, union, or sale of cable interests 
established under this Act shall be made to any existing European or 
other cable companies. 

Sec. 2. That any telegraphic line or cable laid be subject to the 
following conditions, stipulations, and reservations, to wit: , 

First, The Government of the United States shall be entitled to 
exercise and enjoy the same or similar privileges with regard to the 
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control and use of such line or lines, or cable or cables, as there may 
by law, agreement, or otherwise be exercised and enjoyed by any 
foreign government whatever. 

Secondly. Citizens of the United States shall enjoy the same privi- 
leges as to the payment of rates for the transmission of messages as 
are enjoyed hg citizens of the most favoured nations. 
Thirdly. e transmission of despatches shall be made in he 
following order ; First, despatches of state, under such regulations 
as may be agreed upon by the governments interested, the rates not 
to exceed those c to individuals ; secondly, despatches on tele- 
graphic service ; and thirdly, private despatches. 

ourthly. The lines of any such cables shall be kept open to the 

public for the daily transmission of market and commercial reports 
and intelligence, and all messages, oy a wom and communications 
shall be forwarded in the order in which they are received, except as 
hereinbefore provided. ce 

Fifthly. Before extending and estab any such line or lines, or 
cable or cables, in or over any waters, reefs, islands, shores, and lands 
within the jurisdiction of the United States, a written acceptance of 
the terms and conditions imposed by this Act shall be filed in the 
office of the Secre of State by the parties above named, or a 


majority of them, their associates, successors, or assigns, or by the 
to construct and 


company or corporation which may be organised 
operate cables under this Act. ae 
Sec. 3. That nothing in this Act shall be construed to limit the United 
States in granting to other persons or companies similar privileges herein 
contained. 
Szo. 4. That the right to alter, amend, or repeal this Act at any time 
is hereby reserved to Congress. 


The Baltimore Sun, of July 24th, inalluding tothe compan 
promoting the above bill gives a somewhat lengthy sketc 
of the Baltimore and Ohio telegraphs, and also has an article 
on the subject of the Baltimore and Ohio Telegraphic Cable 
Company, from which we extract the following :— 


The Baltimore and Ohio announces a list of 
535 points in the United States and 33 in the Dominion of Canada 
which are reached by its own and connecting lines. The places thus 
reached are in Kansas, Missouri, Wisconsin, Minnesota, Michigan, 
Illinois, Indiana, Kentucky, Ohio, West Virginia, Virginia, Maryland, 
District of Columbia, Delaware, New Jersey, Pennsylvania, New 
York, New Hampshire, Rhode Island, Vermont, Massachusetts, Con- 
necticut, Maine, and Canada. The States through or into which the 
Baltimore and Ohio Company’s own lines extend are Missouri, Illinois, 
Indiana, Ohio, Kentucky, West Virginia, Virginia, District of 
Columbia, Maryland, Delaware, New Jersey, and Pennsylvania. 
The principal cities thus placed in communication with Baltimore are 
St. ps Chicago, Louisville, Cincinnati, Columbus, Sandusky, 


 Pittsburg, and Washington, &c. 


The announcement was made on Saturday that the Baltimore and 
Ohio was preparing to build its own line from Baltimore to New 
York, and it was stated in official circles that the company would 
have its own wires through to New York in a very few months. The 
line is being built through New Jersey this way, from the New York 
end, and operations will soon + on the Baltimore end. The Balti- 
more and Ohio already controls the wire to New York, and when their 
own is finished will have a through wire from New York to St. Louis. 
, 4 9 In the year 1879 a bill was introduced in Congress to 
permit railroad companies to do a general telegraph business, most of 
the railroads having erected their own lines and made contracts of 
various kinds with the telegraph companies. 

This bill anticipated and provided a way for the designs of the 
railroad companies to form among themselves an opposition to the 
Western Union Telegraph Company. The Baltimore and Ohio lines 
formed a very important factor in the American Union system, but 
their value was only partially acknowledged by the Western Union 
management. When a new contract was prepared by the Western 
Union and Baltimore and Ohio for future harmonious operations, 
certain features of it were objectionable to the Baltimore and Ohio. 
The Western Union refused to modify it, and the Baltimore and Ohio 
declined to accept it, and from that time the Baltimore and Ohio has 
been pushing its own lines with the view of forming the only thorough 
opposition to the Western Union system. 

ollowing this closely came the announcement that the Baltimore 
and Ohio was preparing to lay an independent cable between Europe 
and America, the western end of which will most likely be landed on 
the Maryland shore. But should the Chesapeake and Delaware canal 
project succeed it will most likely be landed at Lewes, Delaware, or 
whatever point is selected as the outlet of the canal. In telegraph 
circles, however, it is believed that the new cable will be landed in 
New York, in spite of the announcement that it would probably be 
landed in Maryland. It is stated that nothing definite will be done 
in the cable matter until the fall, upon the return of Mr. Robert 
Garrett from Europe, where he has gone to consult with the European 
capitalists interested in the undertaking. e cable can be manu- 
factured either in England or in New York, and when completed it is 
claimed that a steamer like the Faraday can lay it in about a month, 
with favourable weather. When laid it will furnish the only opposi- 
tion to the present consolidated cable company, whose rates were 
recently advanced from 25 to 50 cents a word. 


Scott’s ELEVATED WirEway.—According to the Elec- 
trician of New York, this invention consists of a system of 
housetop cupolas, one on each block, connected with each 
other by rigid or flexible waterproof tubes, through which 


common paraffined office wire (say number 18 or 20) can be 
drawn at will. 


Each cupola has a tube connecting it with each of 
its four neighbouring cupolas. Every block is thus con- 
nected with the neighbouring blocks, and through them 
with every other block in the system, and a wire can be run 
from any cupola to any other without leaving the tubes. __ 

The wires coming into the cupolas from the tubes are ied ~ 
to cheap connecting screws, where they are connected with 
those going out through the other tubes. wire can, 
therefore, be interchanged or “patched” if it is found 
faulty in any section. Wherever a tube crosses a street 
it is supported by a strong wire that will prevent it sagging. 
The tubes can safely stowed away on the housetops 
without interfering with the comfort of the tenants, and 
will not be nearly so much in the way as the wires now 


are. 

The paraffined wires may be drawn through the tubes 
from one cupola to another, either singly or in groups of 
ten or more at a time, as may be most convenient. Wires 
lying loosely in this way are affected less by induction than 
when they all run exactly parallel, as in a cable. 

In establishing a new line in a system of this kind 
the wire is led from its starting point, through the various 
tubes and cupolas, in the most convenient direction, till 
it reaches the cupola of the block where it terminates ; it is 
then led from its connecting screw, out at the top of 
the cupola, through an insulated block, and thence ta 
the roof of the building it must enter. 


H1GH ELECTRICAL SCIENCE AT THE ACADEMY OF 
SCIENCES.—The Comptes Rendus of the Academy of Sciences 
of Paris for July 31st contain a somewhat interesting com- 
munication, the title of which is in itself a revelation. 
M. Yves Machai has contributed a note on “Some Theorems 
of Electricity Inaccurately Demonstrated in Works of In- 
struction.” In this note the writer asserts that errors 
occur not only in the demonstration but also in the result 
of a theorem given by M. Mascart in his ‘ Lessons on Elec- 
tricity and Magnetism,” a theorem which establishes a 
relation between the electric potential at a certain point and 
the surfaces on a level with it. M. Machai also discusses 
the demonstration of a theorem given by Clerk Maxwell 
and the accuracy of a theorem of Earnshaw considered 
correct by Clerk Maxwell and M. Mascart. M. Machai’s 
conclusion is as follows :—“I could point out other similar 
instances, but I think I have shown sufficiently by the 
above examples what attention should be given to the 
reading of works by even eminent scientific men.” The 
accusation made by M. Machai against the Academy of 
Sciences is a serious one, and it is not for us to decide upon 
its truth. It is probable that the question is not at an end, 
and that M. Mascart will reply. We shall not fail to follow 
it up. 


DANGERS FROM LIGHTNING AT SEA AND ON LAND.— 
There is no reason whatever, says the Colonies and India, 
why every prominent building should not be supplied with 
one or more perfectly constructed lightning-conductors ; 
and there does not seem to be any reason why ships at sea 
should not be similarly protected. An iron vessel, and par- 
ticularly a steamer, which is practically a huge magnet, is 
especially liable to be struck by lightning, offering as it 
does a prominent “ mark ” on the waste of waters ; and the 
accounts which we receive from time to time of ships being 
struck by lightning at sea suggest a very possible cause of 
those mysterious disappearances of ships which every now 
and then are reported. Possibly the cost of lightning-con- 
ductors is higher than the average risk of a house justifies 
the builder in incurring, but if the demand were larger the 
price would no doubt be reduced. 


“THE BEWILDERING Hices.”—This is the title of a 
smartly-written article in the New York Times of June 
16th, concerning the peccadilloes of a gentleman formerly 
resident in London and in the employ of Messrs. Siemens 
Brothers. It will be remembered that this firm parted with 
him in consequence of very suspicious circumstances and 
after legal proceedings against him had been taken. We 
purpose dealing with this matter more fully in our next. 


City AND GUILDS OF LONDON TECHNOLOGICAL ExAMI- 
NATIONS.—We have received the following list of students 
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who were successful in the examination in electrical engi- 
neering at the above examinations. They were all educated 
at the College of Science and Arts, Glasgow. We may men- 
tion that the total number of successes for the kingdom in 
electric lighting was twenty-seven. (See ELECTRICAL REVIEW 
for 5th of August.) 

(I certify that the following is correct. 

Joux M. M‘Curercu, 
Hon. Sec. Science Classes, College of Science and Arts.) 

Mr. James Livingston is one of the four taking 1st class 
in honours, and Mr. Crawford is third in the ordinary stage 
for electric lighting, and gains the bronze medal. 


TELEGRAPHY. 
Name of Candidate. Occupation. & Subject. larade. É 
Livingston, Jas...| Telegraphist......... 28 | Telegraphy | Hon.) 1 
Wilkes, G. S. ...| P. O. Telegraphist.| 30 Ord. | 2 


ELECTRICAL ENGINEERING. 


Name of Candidate. Occupation. & Subject. Grade E 
Crawford, Jas. ...| Elect. we Stud...) 25 | Elect.Lighting| Ord. | 1 
Arnot, Nigel...... Elect. Light Eng...| 25 si » 12 
Watkinson, Wm. 21 13 
Carswell, T. ...... Elect. Eng. Stud...| 21 a « 19 
Conner, B. ......... 16 
Downs, Alex...... 33 
M’Ewen, H....... 17 13 
M’Cullouch, N... 16 | : ote 
Miller, J. D., jun.| Telephonist ......... 18 
Pinkerton, R...... Elect. Eng. Stud...) 46 | 2 
Ric n, R....| Electrician ......... 15 so s is 
Robertson, G..jun.| Elect. Eng. Stud...) 21 12 
Ross, Wm.......... 26 
Smith, D. C....... 22 wit 

Elect. Eng. Stud...) 18 
Wright, P., jun... se 17 12 


On PERRY'S AND AYRTON’S METALLIC GALVANIC 
BATTERY.—By B. J. Goossens.—According to Perry and 
Ayrton, a galvanic combination may be obtained by plung- 
ing plates of platinum and magnesium into. mercury. Ac- 
cording to them, this is not the case if other metals, e.g., 
zinc, are used, because the impurity and great conductivity 
of zinc, combined with the great liquidity of the amalgam, 
cause the energy available for the production of a current 
from the zime to the non-amalgamable metal to be ex- 
tremely small. The magnesium amalgam is solid, and the 
above-mentioned physicists obtained with this element a 
maximum electromotive force of 1°56 volts. — about 1°5 
Daniell as measured with the electrometer. 

The experiments of Obach (Pogg. Ann., Ergänzungsband, 
1876, p. 300) are in complete contradiction with this result; 
currents are, indeed, obtained also on the amalgamation of 
zinc, but these are true thermic currents, which owe their 
origin to the changes of temperature depending on amal- 
gamation. 

Obach, however, did not experiment with magnesium, and, 
as the subject is of great theoretical importance, the author 
resolved to repeat the experiments with this metal. 

For measuring the current he employed a Thomson mirror- 
galvanometer, which, with an iron-copper element and 
slight resistance, gave an indication of 25° of its scale for a 
change of temperature of 0°1° C. 

The mercury was purified with diluted nitric and con- 
centrated sulphuric acid, and was afterwards repeatedly 
washed with distilled water and carefully dried. 

This mercury was placed in a U tube fitted with an enlarge- 
ment at the top on either side, for the reception of a small 
plate of platinum, and on the opposite side one of mag- 
nesium. The platinum was left permanently in the mercury, 
and the magnesium was fixed in a wooden slide, by which it 
could be let down into the mercury. Into the wide parts of 
the tube there were plunged near, respectively, to the 
platinum and the magnesium two soldered points of a 
thermo element, in order to permit the course of the 
changes of temperature to be observed. The thermo 
element consisted of an iron wire, to the end of which were 
soldered copper wires, and it was insulated from the mercury 
by a coating of lac-varnish. 


. was then made to strike the animal by the discharge. 


— 


In order to eliminate possible changes of temperature 
from external influences, the glass tube was folded round 
with cotton and À att in a wooden box, and all the points 
of contact were likewise wrapped in cotton. The experiments 
were performed in a room not artificially heated. The 
copper connection wires, coated with silk, were led to a 
mercury tilt, in order to convey the current of the mag- 
nesium-mercury-iron element and of the thermo element 
through the galvanometer in rapid succession. 

As soon as the thermo-element indicated no current and 
the mercury in both limbs of the tube indicated, consequently, 
the same temperature, the magnesium was let down into the 
mercury. 

The first deviation of the needle of the galvanometer 
was not always in the same direction, which may be due to 
a slight difference of temperature between the magnesium 
and the mercury. In a few minutes the deviation was 
always in the same direction, indicating a current from the 
mercury to the magnesium, consequently a heating current 
(Wiedemann’s “ Galvanismus,” I. p. 810) increasing rapidly 
at first, then remaining for a length of time almost constant, 
and finally decreasing a little. The thermo-element indi- 
cated at the same time a heating of the mercury near the 
magnesium, and its current showed the same changes as 
the other. 

The values obtained in the numerous experiments were 
not all of equal magnitude, but were all in the same direc- 
tion. A single example will suffice to show the cause of 
the experiments :— 


Galvanometer Deviations. 


Magn. El... 10 20 40 45 60 80 100 
Therm. El....... 100 160 200 240 280 320 870 
Half an hour later :— 
Magn. El... 250. Therm. El... 700. 


From the direction of the current and from the observed 
rise of temperature, it may be concluded that the current 
obtained on the amalgamation of magnesium as well as 
Obach’s amalgamation currents is a true thermic current, 
and has its cause in the rise of temperature accompanying 
the formation of the magnesium amalgam. 

If magnesium and platinum are placed in one vessel near 
each other a current is observed which at first quickly 
increases, but then again decreases in consequence of the 
eye rise heating of the platinum, and because magnesium 

as a place intermediate between mercury and platinum in 
the thermo electric series. 

The following deviations of the needle were obtained at 
successive intervals of a quarter of an hour: 10, 120, 120, 
100, 80.—Wiedemann’s Annalen. 


On Ligutninc Conpucrors.—By M. Melsens.—I pro- 
pose to reply on a future occasion in a complete manner to 
the various objections raised against my system of lightning 
conductors. 1 will, in particular, discuss the opinion which 
sees danger in the use of a sort of cage formed of multiple 
conductors, among which some persons seem to fear the pro- 
duction of sparks of electrostatic induction. I will merely 
for the present recall an experiment.which seems to me 
decisive, and which has been thus regarded by many physicists. 
This experiment supports those of Faraday, which prove 
that no electric manifestation is possible in a cage with con- 
tinuous metallic sides, or of metallic network placed in 
perfect communication with one common reservoir. 

Any small animal, such as a rabbit, &c., is placed in 
a hollow globe of metallic network placed upon the coating, 
or suspended from a powerful Leyden battery. The a 

ut 
far from being struck down the animal did not experience 
any action from a spark which would have been dangerous 
or even mortal but for the protection of the metallic cage. 

The cage represents my lightning conductor, and the 
animal enclosed represents a house with its inhabitants, and 
the combustible matter which it may contain. I remark, 
further, that my conductor is fitted with numerous points, 
which certainly have not the property of provoking electric 
manifestations in the interior of a metallic cage, especially if 
it is in perfect connection with the moist earth, or with large 
metallic surfaces, or in a town with the water and gas 
pipes.—Oomptes Rendus. 
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“On Conpensers.”—By W. Holtz.—In view 
of the attention which has been latterly given to the 
so-called singing condensers, I remark that as far back 
as 1875 (Annalen, 1875, p. 496), I made mention of a 
similar phenomenon, which, however, remained unnoticed. 
I observed it in hollow metallic discs, which I used as 
the electrodes of an influence machine, on bringing them so 
near that sparks struck across between them. I remarked 
then that on gradual approximation the tone did not become 
continually, higher but occasionally ceased coma L because 
the dimension of the disc could not correspond to every 
height of tone, and that this is the best proof that the sound 
in question is not merely the sound of discharges, which 
may be also proved by transferring the latter to a distance. 
Whoever vibes to repeat the experiment, for which a single 
disc suffices, placed opposite a large globe, will proceed 
most correctly, in order to vary the approximation and the 
length of sparks independently of each other, if he allows 
the sparks to strike from one discharging rod to one of the 
sliding cylinders of the well-known intercalatory apparatus. 
With a certain succession of sparks and at a certain approxi- 
mation the disc sings more distinctly, but it can sing at 
very different heights. Generally we hear simultaneously 
several and indeed disharmonic tones, such as may be heard 
in vibrating plates. Leyden jars must be first removed.— 
Wiedemann’s Annalen. 


On DovusLE REFRACTION IN GLASS AND SULPHURET 
OF CARBON OCCASIONED BY ELECTRIC INFLUENCE. —By 
H. Brongersma.—The author has re-examined fhe pheno- 
mena first observed and described by Kerr in his memoirs on 
“A New Relation between Electricity and Light” (Phil. Mag., 
1875, p. 337), chiefly because certain physicists have failed 
to obtain the same phenomena as far as solid bodies are 
concerned. He found, however, that the doubts as to the 
correctness of Kerr’s results are unfounded. If explanations 
based upon the supposition that electricity produces these 
phenomena in an indirect manner are not confirmed by 
an experimental examination, it becomes more and more 
probable that we have here to do with a hitherto unknown 
action of electricity upon the luminous vibrations.— Wiede- 
mann’s Annalen. 


A Gatvanic ELEMENT.—By Kuhlo.—The earthenware 
cylinder of a Daniell’s element is replaced by a tube of 
parchment paper, which is fixed by means of india-rubber 
rings to a cylindrical frame of an insulating material con- 
sisting of a bottom plate and superimposed rods, connected 
above.—Llectrotechn. Zeitschrift. 


Curomic Acip ELEMENTS.—The zinc plate is laid on the 
bottom of the cell, or preferably zinc amalgam is put into 
a shallow beaker, as the solutions of chrome, alum, and sul- 
phate of zinc, being heavier, sink to the bottom and do not 
attack the zinc.—Wiedemann’s Beiblätter. 


NEW COMPANY REGISTERED. 


PATENT ELECTRIC Gas IGNITING Company (LIMITED).— 
Capital £100,000 in £5 shares. Objects:—To manufacture 
Clarke’s patent electric lamp and apparatus and appliances 
for the lighting of gas by electricity or for the generation, 
accumulation, or transmission of electricity cither as a motor, 
igniting or lighting power ; also to acquire the properties 
and liabilities of the Electric Gas Lighting Company 
(Limited) and of the London and Provincial Electric Gas 
Lighting Company (Limited). Signatories (with one share 
each): Sir R. W. Rawson, 68, Cromwell Gardens ; Francis 
Bennoch, F.S.A., 5, Tavistock Square ; S. F. Porter, Putney ; 
J. Leigh and William Milne, Alderley Edge, Cheshire ; 
J. H. Stretton, 2, Dean Street, Park Lane; J. A. Hilliard, 
Grove Park, Kent. The signatories are to appoint the first 
directors. Remuneration: Chairman, £300 per annum; 
deputy chairman, £200 per annum; ordinary directors, 
£150 per annum each. The members of the board will 
also be entitled to a commission of 1 per cent. upon the 
amounts received from the sale of foreign patents, and after 
23 per cent. of the net profits remaining after payment of 
10 per cent. to the shareholders. Registered 2nd inst. by 
Newman & Co., 75, Cornhill. | 


NEW PATENTS—1882. 


3698. ‘* Micro-telephonic apparatus.” J. H. Jonnson. (Com- 
municated by A. D’Arsonval.) Dated August 3. 

3700. ‘‘ Secondary batteries.’’ E. G. Brewsr. (Communicated 
by O. Schulz.) Dated August 3. 

3705. ‘An improved construction of electric lamp.’’ J. L. 


Somorr. Dated August 4. 
3710. ‘‘ Improvements in electric + and in apparatus con- 
nected therewith.’’ T. Panxer and P. B. Etwetz. Dated August 4. 
3712. ‘‘ Construction and arrangement of the cores and armatures 
parts of electro-magnets.”” C. C. Curr. Dated 
ugust 4. 


3713. ‘‘ Electric arc lamps.”’ E. G. Brewer. (Communicated 
Société Anonyme des Ateliers de Construction Mécanique et 


b 
d'Apparolle Electriques.) Dated August 4. 


3761. ‘‘ Electrical signalling apparatus for rai 7 or other pur- 
me ’ W. R. Laxe. (Communicated by G. W. and A. D. 
lodgett.) Dated August 5. 


3752. ‘* Means employed in or for transmitting electricity for 
light, power and other purposes.’’ T.J. Hanprorp. (Communi- 
cated by T. A. Edison.) Dated August 5. 

3753. ‘* An improved combined holder and switch for incandescent 
electric lamps.’’ C.E. Srstzy. Dated August 5. 

3755. ** Electrical meters.’”’ T. J. Hanprorp. (Communicated 
by T. A. Edison.) Dated August 5. 

3756. ‘* Dynamo or magneto-electric machines.’’ T. J. Hanprorp. 
(Communicated by T. A. Ediso n.) Dated August 5. 

3757. ‘‘Improvements in the manufacture of light emitting 
conductors for electric lighting purposes and in apparatus therefor, 
which apparatus is also applicable for other purposes.”’ R. 
WERDERMANN. Dated August 5. 


3762. ‘* Apparatus for utilising the force of fluids, air, and water 


(producing electric currents).’”” E. E. H. Rousseau. Dated 
August 8. (Complete.) 

3763. ‘‘Telephones.’’ J.J. Barrier and F. F. pe LAVERNÈDE. 
Dated August 8. 

3770. ‘Preparation of lead for use in the cells of secondary 
batteries.’”’ L. Eprstery. Dated August 8. 


ABSTRACTS OF 
PUBLISHED SPECIFICATIONS, 1881. 


5286. ‘* Production of the electric light, &c.’’ A. R. Sznnzrr. 
Dated December 3. 6d. Has for its object improvements relating 
to the production of the electric light, more especially with reference 
to that system in which it is obtained by the incandescence of a 
continuous conductor enclosed in a vacuous receiver. Firstly, in the 
preparation and production of a conductor more uniform in its 
specific electrical resistance, and better adapted to withstand the 
very high temperature to which it must necessarily be subjected, and 
to the disintegrating action of the residual gas of the receiver. 
Secondly, in the method of compressing and compacting the same 
so as to render it extremely dense andimporous. Thirdly, in the 
method of carbonising the same. Fourthly, in the method of mount- 
ing the same. Fifthly, in the method of eliminating the atmo- 
spheric air from the receiver. Sixthly, in the method of making the 
joint between the material of the receiver and of the conductors. To 
obtain these objects the inventor reduces any material sufficiently 

ure, and containing a high percentage of cellulose, to a finely 

ivided, jelly-like state or pulp (either fibrous or otherwise) by 
chemicals, or other means. In this condition the whole of the im- 
purities so detrimental to the durability of the conductor can most 
conveniently be removed by the usual chemical means; from this 
are formed by moulding, or other operation, the required conductors. 
In order to produce the requisite hardness and compactness, the 
inventor moulds or forms the conductor under great pressure, whilst 
to insure its imporosity this operation is caused to take place (ve 
slowly) in a vessel from which the air is being constantly cxhateted. 


5367. ‘‘ Machine for coating insulated electrical conductors with 
lead.”” W. R. Lake. (A communication from abroad by Hiram 
Stevens Maxin, of Brooklyn, America.) Dated December 8. 6d. 
Relates to a machine for covering insulated wires with lead. (Pro- 
visional only.) 

5396. ‘‘ Electric lamps.’’ C. F. Varrey and F. H, Vartey. 
Dated December 9. 6d, Consists mainly as follows:—A hollow 
cylinder of sufficient length to hold the carbon rod is provided with a 
spiral spring or propelling weight, for the purpose of feeding the 
carbons. At or near the feeding end or cap of the cylinder is a roller 
contact-clutch, which is made to be adaptable for varying diameters 
of carbon rod, and through which the current is conveyed to the 
carbons. In one arrangement an insulated swing arm is used, fixed 
into the cap, which carries a fixed opposite carbon pole. To charge 
this lamp the swing arm is moved on one side. The carbon rod or 
candle is inserted through the roller contact-clutch, and forced into 
the socket attached to the lower, or remote end, of the spiral spring, 
and this forces back the spring to the length of the carbon to be used. 
The roller clutch is provided with a magnetic regulator, for deter- 
mining the length of the arc. 


5524. ‘Electric lamps, &c.”’ Ranxin Kennepy. Dated Decem- 


ber 17. 8d. Relates to both incandescent and arc electric lamps, 
and its objects are principally to facilitate the manufacture, to render 
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certain parts or connections more satisfactory and durable than as 
hitherto made, and to obtain an improved automatic regulation. 
Figs. 1 and 2 show the improvements in arc lamps in which the 
of the arc and the movements of the carbons are regulated by 

means of the lamp me a pue through the solenoid, a, as shown, 
thereby acting magnetically, as is well understood, upon the core, ¢, 
which is connected to the crossbar, d. This crossbar, d, carries at 
its ends the pawls, e, ¢, and is at the same place coupled to the pawl 
levers, f, f, by pins, , n, which through holes in the crossbar, 
d, pawls, ¢, e, and pawl levers, f, , the latter being mounted at their 
outer ends upon the axes, g, g, which also carry the ratchet pulleys, 
h, h. The upper carbon is attached to the core, ¢, of the solenoid, a ; 
and the lower carbon, p, is attached to the carbon holder, 8, which is 
nded by cords, i, i, passing over the ratchet pulleys, h, 4, and 

is kept in proper working position by the antifriction rollers, k, k, 


8 
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bearing against the upright bars of the framing, 7. When the lamp 
is put into circuit the current passes through the solenoid, a, thence 
through the wire, m, to the upper carbon, ©, and from this the current 
passes across a space occupied by the arc to the lower carbon, D, which is 
not insulated from its carrier, thence to the return wire, E, through the 
metallic connections formed by the rollers, #, 4, and the framing, /. 
When the current passing through the solenoid, a, is of less than the 
proper strength, the solenoid core, c, descends, and at the same time 
releases the pulleys, h, 4, so that the carrier, B, and the lower carbon, 
D, rise, while at the same time the upper carbon descends.- This 
shortens the arc, and allows a greater quantity of current to pass; 
the solenoid then draws up the core, c, and thus checks ol : eys, 
h, h. An adjustable screw stop, /, is fitted at the upper end of the 
solenoid, a, so that the raising action of the core is limited to give the 
precise length of the arc described. 


5577. ‘*Electric telegraphs.”’ Sm James ANDERSON and 
BENJAMIN Surrm. Dated December 20. 6d. Has for its object im- 
provements in electric telegraphs, and relates more especially to the 
means of and apparatus for retransmitting or ‘‘ translating ’’ tele- 
grams from one telegraph cable or ———_ line to another. The 
improvements render fewer the operators to be employed and expedite 
the transmission of telegrams. 

According to this invention one set of instruments can be employed, 
one key and one recorder for the two cables, and for this purpose the 
inventors employ a novel switch having a lever handle which has 
three positions. In the central position of the handle both cables (or 
the condensers into which the cables work, if such be employed, as is 
usual) are connected through the recorder to earth, and in this 
position a call signal sent through either cable is received upon the 
paper of the recorder. When the handle is moved to either side one 
cable remains connected with the recorder, whilst the other becomes 
connected with the key and through the key with the battery. The 
operator then on receiving a call moves the handle over from the 
central position to that side which leaves the calling station connected 
with the recorder, and as the telegram comes in he reads it from the 
paper of the recorder and retransmits it by means of the key into the 
other cable. When the handle of the switch is moved over to the 
other side the connections are reversed and become suitable for 
working in the qe direction through the cables. The same 
movement of the handle alters the battery from what is suitable for 
one cable to that which the other cable requires. 


5601. ‘Electrical brushes and combs.” J. N. Aronson. Dated 
December 21. 6d. Relates to electrical brushes and combs for the 
application of currents of electricity to the skin of the head and roots 
of the hair, for promoting the growth of the hair and for curative 
and remedial purposes. The invention relates to the combination 
with a brush or comb constructed for the transmission of electric 
currents to the skin and roots of the hair, of an induction coil and 
battery for the generation of the currents, and to the peculiar con- 


struction of the brush and comb for the purposes above mentioned. 


5618. ‘* Holder for incandescent electric lights.’’ Davi Granam. 
Dated December 22. 6d. Relates to a new or improved holder for 
incandescent electric lights, and consists of a piece of insulati 
material, in the one end of which a screw thread is cut, or a screw 
bush may be placed thereon, in order to attach the holder on to the 
screw of an ordi burner socket of a gas bracket or gasalier. This 
block or plate of insulating material Les placed on it a spring, or 
elastic socket, for holding the parallel or tubular part of the glass 
chamber of an incandescent light. The spring, or elastic holder, is 
made in two portions, insulated from each other. Into each portion 
a pinching screw passes, which, when the lamp is placed in its socket, 
bear upon the two metallic tongues leading and joined to the 
platinum or other wires to which the carbon is joined. Thus these 
pinching screws form electrical connection between the outside 
metallic portions of the holder and the interior of the lamp, so that 
by their means when a current is passed through the holder it is 
transmitted by the pinching screws to the lamp conductors. The 
holder may be provided with a switch or an equivalent apparatus 
for making and breaking contact. Electrical connection with the 
light holder is made by passing the wires of a circuit by preference, 
for the sake of convenience and neatness, through the tube of a gas 
bracket or gasalier out through openings formed in the side of the 
nozzle or gas burner socket, these wires being insulated from the 
metal of the socket. 


5639. ‘* Electrical alarm apparatus for railway trains.’’ Dotrors 
SALVATORE Garav. Dated December 23. 6d. Has for its object 
improvements in electrical alarm apparatus for railway trains, to 
enable passengers to give an alarm to the guard or driver in case of 
necessity. For this purpose the inventor provides at each end of 
each carriage of a railway train, in addition to its ordinary buffers, 
two other insulated metallic buffers pressed outwards by springs 
to a distance somewhat exceeding that to which the ordi 
buffers are pressed out, so that when a train is made up the metallic 
insulated buffers are of necessity brought into contact with one 
another. The insulated buffer at one end of each carriage is coupled 
by an insulated wire with one of the buffers at the opposite end of 

e carriage, and similarly couple together the other two buffers. 

& any desired number of. points at the sides and ends of the car- 
riages are affixed a series of contact apparatus so constructed that by 
the era | out or pushing in of a stop an electrical contact may be 
established between the two termi of a contact apparatus to 
which the stop belongs. One of the terminals of each contact appa- 
ratus is connected by a wire with one of the wires connecting two of 
the insulated buffers, and the other terminal with the other wires 
connecting the two other buffers. 


5651. ‘* Electric current meters.’”’ Sr. Gzorcz Lanz Fox. 
Dated December 24. 6d. Has reference to improvements in 
electric-current meters, and especially to that class of apparatus 
described in the specification of former letters patent granted and 
dated November 14, 1878, No. 4626, in which apparatus the position 
or motion of an armature due to the amount of current passing 
through a corresponding electro-magnet, controls the working of the 
clockwork or mechanism of a counting apparatus. One part of this 
invention consists in the employment of a magneto-electric motor 
to give a constant motion to a certain shaft in the meter—the inventor 
uses a horizontal shaft free to oscillate about a vertical axis passing 
through its centre; at the ends of this shaft are placed two arma- 
tures, each opposite an electro-magnet; or there may be only one 
armature and a age samy electro-magnet. It is bte: | that 
these magnets (when there are two) are put into action alternately 
by springs which make contact according to the position of the shaft, 
and by properly balancing and weighting the shaft perfectly regular 
oscillations are obtained. An auxiliary spring is employed in con- 
nection with the shaft so as to insure one of the connections being 
made when the instrument is at rest, so that it may start directly 
any current flows. . | 


5656. ‘* Apparatus for working electric clocks, &c.’’ E. G. 
Brewer. (A communication from abroad by C. E. Buell, of America.) 
Dated December 24. 8d. The object of the first part of this inven- 
tion is to dispense with the use of local batteries as ordinarily used at 
the sub-stations of a line used for controlling electric clocks, and to 
this end is devised a certain combination of a relay in a constantly 
closed main-line circuit with a secondary battery in a derived circuit, 
together with a clock to be operated by the battery in such circuit, 
the whole being combined with an electro-magnetic switch controlled 
by the relay in the main-line circuit in such a way that in one posi- 
tion of the switch the secondary battery is charged by the current 
flowing through the main-line, while in the other position of the 
switch the derived current from the main-line is broken, and the 
current of the secondary battery is closed locally through the opera- 
ting or controlling electro-magnet of the electric clock. By this 
combination of apparatus the clock can be operated with certainty 
and at the same time dispense with the use of local galvanic batteries 
ordinarily employed in conjunction with relays in the main-line 
circuit. The object of the second part of this invention is to operate 
fire-alarm signal apparatus upon the same circuit with electric clock 
apparatus in such a way that the operation of signalling by the fire- 
aa devices shall not interfere with the correct transmission of the 
impulses which control the clocks, while vice versé the operation of 
controlling the clocks at sub-stations from the standard clock at a 
central or terminal station shall not at any time prevent the trans- 
mission of the fire-alarm signals. The object of the third part of 
the invention is to so combine the apparatus for sending the control- 
ling impulses for electric clocks, and telephone indicating and signal- 
ling apparatus, that the two systems may be used upon the same line 
without interference with one another. 


5660. ‘‘ Electric lamps.” L. S. Powezz. (A communication from 
abroad by J. M. A. Gérard-Lescuyer, of Paris.) Dated December 
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24. 6d. Relates to electric lamps and it consists in certain improve- 
ments in the construction and arrangement with the apparatus for 
automatically operating and regulating the feed of the carbons em- 
ployed to produce the voltaic arc as hereinafter described. Figs. 1, 2, 
3, and 4 represent a lamp worked by alternate currents to which the 
invention is applied, the said figures representing tively a ver- 
tical section, a side elevation, a plan, and a horizontal section of the 
said lamp. This apparatus operates as follows :—Before lighting the 
lamp the carbons are separated, so that the current being unable to 
pass along the carbons is entirely diverted into the shunt or coil of 
the electro-magnet, which thus becomes excited and attracts the two 
armatures, © and tT. The attraction exerted on the upper armature, 
T, has the effect of drawing down the short vertical , 8, and thus 
opens the claws, v, causing them to release the upper carbon holder, 
which thereupon slips down very slowly, its descent being retarded by 
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the partial vacuum produced behind the piston, 1. The rate at which 
the carbon descends may thus be controlled by adjusting, by means 
of the valve, the rate at which air is allowed to pass into the tube, F, 
above the said piston, 1. The lower armature, 0, is also attracted by the 
electro-magnet at the same time that the upper armature is attracted 
and in such a manner as to draw up the rods, À, connected with the 
lower carbon holder, p. When the carbons are brought into contact 
the current passes through them almost exclusively, so that the 
electro-magnet, E, is demagnetised. The armature, T, connected by 
the rods, s, with the claws of the brake is then raised by the helical 
springs, W, around the said rods, and the claws, v, again clasp the 
upper carbon holder, whilst at the same time the lower carbon holder 
is also released and allowed to drop by its own weight for a distance 
regulated by the nuts or stops, R, on the rods, A, thus establishing 
the arc. When the resistance at the arc becomes excessive the power 
of the current in the coil of the electro-magnet, E, is increased, where- 
upon the armatures are again attracted and the carbons are brought 
together as hereinbefore described. 


5661. ‘‘Pipes for containing electrical conductors.”” J. H. 
JOHNSON. (A communication from abroad by Clément Labye and 
Léon de Locht-Labye, both of Paris.) Dated December 24. 6d. 
Relates to pipes or conduits for containing electrical conductors or 
wires, and it consists of an improved method of arranging and 
enclosing the said conductors or wires in a conduit or chamber con- 
structed with a removable cover. This conduit is first placed in 
position in the ground, after which the wires are arranged in its 
interior in layers being imbedded in asphalte or other suitable 
insulating material, are further protected from injury by a cover 
which is subsequently attached to the conduit. (Provisional only.) 


5665. ‘‘ Apparatus for producing and regulating electric light, 
&c.”” $S. À. Vartey. Dated December 24. 10d. Has for its object 


improvements in apparatus for producing and regulating electric 
light. In producing electric light it is desirable the electricity pro- 
duced should be as nearly as possible of uniform potential, and there- 
fore that the light circuit should be of as nearly as practicable constant 
resistance. A fault common to dynamo-electric machines is that the 


electricity developed by them even under favourable conditions is of 
a more or less undulating potential. Now by the present invention 
this defect is reduced and the electrici developed is made to auto. 
matically regulate its production and also to regulate the resistance 
of the light cireuit. To this end the inventor constructs a number of 
wheels which he terms the ‘‘ armature wheels;” the periphery of 
each of these wheels consists of an even number of iron locks mag- 


netically insulated from one another, which blocks are called the 
‘* bobbin armatures.’’ These armatures are grooved out in the centre 
to receive the bobbin magnets and when completed present a nearly 
continuous surface of iron to the field magnets. 8 (fig. 1) represents one 
of the armature wheels ; its periphery consists of an even number of 
blocks of iron, a, having notches or grooves, AX, cut in them. These 
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blocks are magnetically insuluted from one another by the teeth or 
projections, A*, and are mounted on the wheel, B, which is constructed 
of a suitable non-magnetic metal, to which they (the blocks) are 
brazed, or soldered, or attached by other suitable means. These 
armature wheels are mounted, at equal distances from one another, 
on the axle, ax, of the machine, as shown in fig. 2. Soft iron 
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bobbin magnets, c, wrapped with coils or bobbins of insulated wire, 
c, fit into the notches of the blocks of iron, A. The armature wheels 
are mounted on an axle at equal distances from one another, the 
recesses in the armature blocks being arranged in a line with the axle, 
the bobbin magnets fit into these recesses, and it is preferred to con- 
struct them of a number of thin plates of iron arranged side by side 


magnetically insulated from one another by pieces of paper or other 
suitable insulating material placed between the plates. Fig. 3 is a 
front view, and fig. 4 is an end view of one of the bobbin magnets, 
c, and one set of bobbins, c!. The bobbin magnets are wrapped with 
insulated wire in the spaces between the armature wheels, which 
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wheels divide them into sections. Fig. 5 is an end view of the arma- 
ture wheels, with the armature blocks, bobbin magnets, and bobbins 
mounted in their places. 


5667. ‘Collection and distribution of electric currents.’”’ 8S. A. 
Varzeyx. Dated December 24. 6d. According to this invention 
the inventor causes the contact poles of the dynamo machines to 
move in contact with the ianhotol segments connected to the arma- 
ture coils with a rolling friction and he imparts to the poles a motion 
of rotation equal to or slightly greater or slighly less in circum- 
ferential velocity than the motion of the insulated segments. 


5674. ‘‘Transmitting and receiving apparatus for type-printing 
telegraphs.’’ SYDNEY . (A communication from abroad b 

Henry Van Hoevenbergh, of America.) Dated December 27. 10d. 
Relates to type-printing telegraphs in which the type wheels of the 
receiving instruments are impelled by a weight or spring acting 
through suitable intermediate wheel-work, and the progressive 
movements of said a pur are controlled by a series of electrical 
pulsations alternately of opposite polarity, which are transmitted 
over the main line from the sending station. These pulsations cause 
the rapid to-and-fro vibration between electro-magnets of an 
armature, suitably constructed to be actuated by such alternating 
currents and the vibrating in turn controls the type wheel, by means 
of a step-by-step escapement, of well-known construction. In the 


improved apparatus the printing is effected by increasing the 


strength of the electric current during some one of the pulsations, 
without reference to its polarity, at the instant the required division 
or character of the type wheel is opposite the platen, and this action 
takes place without retarding the progressive movement of the type 
wheel, or interrupting the regular succession of electric pulsations. 
The momentary stoppage of the type wheel shaft at the termination 
of each vibration of the step-by-step escapement affords sufficient 
time to permit an impression to be taken from the type wheel by 
means of proper mechanism. 


5681. ‘*Construction and arrangement of dynamo-electric 
machines.’’. J. Ricnarpson. Dated December 27. 4d. Relates 
mainly to a particular construction and arrangement of armatures in 
couples or pairs capable of augmentation in connection with field 
magnets to produce a constant electrical current of uniform intensity. 
For the purposes of the invention the inventor arranges a series of 
two armatures at right angles to each other, and so fitted in con- 
nection with field magnets that one is at the point of maximum 
when the other is at the point of minimum intensity, and as one 
increases in intensity in the same ratio the other diminishes the sum 
of the two will produce a constant intensity of current. Six pairs of 
these armatures with their corresponding field magnets are preferably 
arranged in the same machine, and it is evident that any number 
from one pair upwards can be used with an augmentation in elec- 
tricity according to the number used, and that all can be ‘‘ coupled 
up ’’ to two contact pieces on the commutator overlapping each other 
by one-fourth of its circumference, or, if necessary, two commutators 
could be used and three pairs of armatures coupled to one and three 
pairs to the other, their axes being at an angle of 45° with the 
others, if such an arrangement was necessary, to produce still greater 
uniformity of current. This system of construction and arrange- 
ment also possesses the advantage of simplicity of manufacture, a 
great variety of sizes of machine being possible to be made from the 
same patterns simply by lengthening the bed plate and coupling 
together greater numbers. All the winding can be done by machinery, 
thus economising labour, and the armatures can be coupled together 
for either quantity or intensity as may be required, also either one 
or all the pairs can be used to excite the field magnets according to 
the strength required in them. 


5687. ‘‘Controlling and regulating the production and distri- 
bution of electricity.”” C. A. Carus-Wizson. Dated December 27. 
8d. Has reference to means or apparatus for controlling and 
regulating the production and distribution of electricity. One part 
of the invention consists in a method of acting upon the generating 
machine, water, steam, gas, or other engine in addition to the 
ordinary governor; the inventor permits the governor to regulate 
the motion of the engine in the usual way, but supplements its action 
so that it regulates the cut off with respect to the electromotive force 

roduced. The manner in which this may be effected is as follows :— 

e inventor arranges that a force, preferably a weight, shall be 
brought to bear upon the governor as it rotates, and that this force 
shall be under the control of two electro-magnets, one to apply the 
force and another to take it off. These magnets are respectively 
brought into action by currents whose circuit is made and broken by 
a galvanometer needle. When the engine is producing the desired 
electromotive force, the galvanometer needle is stationary between 
two stops, a short way apart, the weight or other force meanwhile 
keeping the governor down a little, and when the electromotive 
force rises tbe needle is deflected against one of the stops, making 
circuit through one of the magnets, and this will alter the force on 
the governor, causing a decrease of speed and hence a decrease of 
electromotive force. On the other hand, if the electromotive force 
fall, the needle will touch the other stop, and thereby cause the other 
magnet to act and the weight or other force to be applied to the 


governor in the other direction, which will increase the electro- 


motive force. 


5702. ‘Sockets or holders for electric lamps.”’ J. W. Swan. Dated 
December 28. 6d. Relates to improvements in sockets or holders 
for electric lamps, whereby a lamp without any external fittings can 
be readily attached to the conducting wire and a good contact 
between them and the terminal hooks or eyes of the lamp can be 
effected and maintained. In carrying out the invention the holder 
is provided with two hooks or equivalent devices insulated from each 
other and terminating in binding screws or contact pieces on opposite 


| sides of the holder or suitably arranged for making concentric con- 


tacts by the act of screwing the holder to the lamp bracket or other 
support for the lamp. In either case contact between the lamp and 
the p socket or holder is effected by engaging the two hooks or 
their equivalents belonging to the socket with the two eyes or other 
counterpart devices which constitute the terminal conductors of the 
lamp. ‘ion contact between the hooks and the eyes or their equiva- 
lents of the lamp and socket is produced by the action of a spring 

laced in compression or in tension by the act of making the connection 
Cotes the lamp and its socket or by the act of screwing or sliding 
towards the lamp an external tube so that an outward pressure may 
be exerted upon the lamp tending to put the hooks and eyes or their 
equivalents into tension and thus effecting and maintaining a gvod 
electrical contact. 


5738. ‘‘ Electric lamps.”’ J.G. Lorna. Dated December 31. 
4d. Relates to improvements in incandescent and other electric 
lamps, and has for its object diffusing the light and economising 
the same by preventing its radiation in directions where its effects 
are not required and of concentrating the light in a required direc- 
tion and also rendering it more pleasant to the eye, and the invention 
consists in silvering or coating with a reflecting material a portion 
or portions of the bulb or globe of the lamp in such a manner as to 
soulless the effects before mentioned. 


5743. ‘Electrical resistances.’’ Gustav Prannxucue and R. E. 
Dunston. Dated December 31. 6d. Relates to certain improve- 
ments in the construction of electrical resistances. On account of the 
heat developed in the resistance coils or boxes as at present existing 
these arrangements are exceedingly bulky, unhandy and expensive, 
and it is obvious that it is possible to use wires or other materials of 
very high resistance and at the same time make provision for uniformly 
distributing and carrying away the heat developed in these wires or 
other materials a very efficient and handy and cheap resistance ap- 
paratus can be produced. To effect this the inventors propose to use 
wires or other suitable materials of high resistance and of a size pro- 
portional to the required amount of resistance and to embed or envelop 
the same in a mass of a bad conductor of electricity, such as glass or 
plaster of Paris or asbestos, or any other non-conducting mass, shaping 
the same in such a manner as to get as large as possible a cooli 
surface and to rapidly take up the heat develo in the resistance 
wires or other material, and thus preventing the resistance material 
from being destroyed or fused when a strong current is made to pass 
through it. It will be seen that in this manner comparatively very 
small wires or other materials can be used as resistances for large 
currents, thereby materially reducing the size and expense of such 
resistance apparatus. 


5751. ‘Operating or controlling railway brakes by electricity.”’ 
W. R. Laxe. (A communication from abroad by Augustus L. 
Duwelius, Leonard W. Goss, Paget Higgs, Frank R. Merrell, 
Hiram D. Peck, and Hugo Walter, all of America.) Dated De- 
cember 31. 6d. Relates to the application of electricity for 
operating the brakes of railway trains, and embodies various im- 
provements designed to render the same practicable and efficient. 
These improvements comprise the following features, that is to say— 
combining in such a manner as to be under the contrel of the engine- 
driver one or more generators of electricity with storage batteries 
or other electric accumulators and suitable connections with the 
brake actuating mechanism. A method or system for circuiting the 
electro-brake mechanism of a train of railway vehicles, consisting 
in the employment of main conductors attached in separable sections 
to each vehicle and forming, when connected, substantially continuous 
electric mains, with permanent cross connections at each vehicle in 
which the electro mechanism of the brakes is interposed. The con- 
struction and arrangement of electro-brake mechanism by which 
the electro-magnetic force is applied. 


CITY NOTES. 
Broap STREET. 


ANGLO-AMERICAN TELEGRAPH COMPANY 
(LIMITED). 


Tue report of the directors ran as follows :—The total receipts from 
January lst to June 30th, 1882, including a balance of £4,811 13s. 
brought over from the last account, amount to £208,750 1s. 74. The 
traffic receipts show a decrease, as compared with the corresponding 
period of last year, of £94,349, consequent upon reduced rates. 

The total expenses of the half-year, including income-tax and 
repair of cables, &c., as shown by the revenue account, amount to 
£58,166 1s. 10d. 

The directors, under the powers conferred upon them by the 
articles of association, have, before declaring the net profits, set apart 
the sum of £75,000 to the renewal fund, leaving an available 
balance of £75,583 19s. 9d. 

One quarterly interim dividend of 5s. per cent. on the ordinary 
stock, and of 10s. per cent. on the preferred stock, free of income- 
tax, was paid on May Ist, 1882, absorbing £17,500, leaving a balance 
of £58,083 19s. 9d., from which a second quarterly dividend of 15s. 
per cent. on the ordinary stock, and of 30s. per cent. on the 

referred stock, free of income-tax, will be paid on August Ist, 1882, 
eaving a balance of £5,583 19s. 9d. to be carried forward to the next 
account. 

The cable laid by this company in 1874 was broken off the coast of 
Ireland on November 22nd, 1881; it was successfully repaired on 
February 5th last, and has since worked well. 
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The Brest-St. Pierre cable, laid in 1869, was broken in mid-ocean on 
March 18th last. The repairs have been intrusted to the Telegraph 
Construction and Maintenance Company, and, from the progress 
already made, the directors hope soon to be able to announce the 
restoration of communication by that cable. 

The company’s repairing ss. Minia has been engaged during the 
half-year in repairing the St. Pierre-Duxbury cable, laid in 1869, the 
Placentia-St. Pierre cable, laid in 1872, and the South Placentia cable, 
‘laid in 1873. The company’s system of cables and land lines on the 
other side the Atlantic is now in good working order and condition. 

The ordinary general half-yearly meeting of the company was held 
in the She gerne Hotel, on Friday, the 4th inst., the Right Hon. 
Viscount Monck, chairman of the board, presiding. 

The Secretary, T. H. Wells, Esq., having read the notice convening 
the meeting, the minutes of the last ordinary and extraordinary 
meeting were read, approved, and signed. 

The report was taken as read. 

The Chairman said: Gentlemen, it will be in your recollection that 
at our last half-yearly meeting, we were engaged in a competition 
with a telegraph company formed in America and known by the 
name of Mr. Jay-Go 
extraordinary meeting, the minutes of which have just been read, held 
subsequently to that half-yearly meeting, we passed resolutions con- 
firming an agreement with that company, which brings us into a 
state of harmony with them. Well, gentlemen, I mevely allude 
to that fact, because it prevents us from doing what I generally do at 
this half-yearly meeting, institute a comparison between the receipts 
which have accrued to us during the past half-year, with the receipts 
of the previous half-year. It is obvious that no satisfactory compa- 
rison of that kind can be made at present, because the circumstances 
under which we were operating during the half-year to which 
I allude were of a nature which renders it impossible to institute 
any comparison between the receipts. The rate of tariff was entirely 
different, therefore any comparison between the aggregate receipts 
of two half-years would be entirely futile and misleading. However, 
on the 22nd May last, the agreement to which I have alluded having 
been concluded and ratified on all sides, we recurred to a tariff of two 
shillings a word, and our experience since our recurrence to the tariff 
is so far satisfactory. Now, gentlemen, the next topic to which I 
would draw your attention is as to the expenditure of the half-year. 
The real expenditure which we can control, of course, is gnly that of 
the offices in London and at the stations, and the money laid by to 
renewal fund. The payment of different expenses connected with 
the working, independent of the office expenses, are permanent 
charges, and cannot be very much diminished or increased, but the 
expenses at the offices admit either of reduction or of increase. It 

ill be satisfactory to you to find that at the head office in London 
during the last year we have been able to make economies to the 
extent of £300 a year (laughter). I do not understand the 
meaning of the laughter. Perhaps you would have rather seen 
an increase of £300. The different items of expenditure at the 
central office show an increase of £150 12s. 3d. against a decrease 
of £474 8s. 3d., showing on the balance a reduced expenditure at 
the head office of about £325 a year. The expenditure at stations 
shows a very different result. There the increased expenditure 
has been about £4,400 a year. 
a very large expenditure for the provision of new instruments 
which, of course, became nece from time to time. We have 
been obliged to pay £1,000 for new instruments, and we have also 
been obliged to pay for the use of a patent for the Wheatstone instru- 
ments. With reference to this increase of the expenditure at stations, 
the last time I had the pleasure of addressing you here, I mentionod 
that, of course, the reduced tariff involves additional work. The 
only object of reducing the tariff was to increase the number of 
messages sent, and an increase in messages sent necessarily involves 
an increase of persons engaged to send them. You cannot do 
double the work with the same number of people, and that accounts 
for the increase of expenditure at the stations to which I have 
alluded. You will find an increase in every item of expenditure 
which involves the employment of increased number of persons to do 
your work. There is an increase under salaries and wages of 
£1,200 ; an increase in the maintenance of old lines, in stationery, 
and in lodgings, fuel, and provisions. That accounts for a 
large portion of the increase in expenditure during the past 
half-year. We may look for economies in this respect in the 
future, because as we have raised our tariff we shall not have—of 
course we are very glad to have it—additional traffic which would 
cost us more to carry. Iam afraid the increased tariff must necessarily 
reduce the number of words sent and will enable us to make economies 
in the expenditure. So much for the receipts and the expenditure. 
I now wish to say one or two words on the subject of the condition of 
your plant. The lines are all working well. Within the last few 


months, as you are aware, the Brest-St. Pierre cable, which has © 


been in the water for thirteen years, developed a fault which suspended 
its operation. During the last winter we have sent an expedition out 
to repair that cable, and I am happy to be able to tell you that we 
have been enabled to raise it in very nearly 2,000 fathoms of water. 
We are not all nautical people in the room, but I may say that 2,000 
fathoms means something over 2} miles, and we have been enabled 
to get up that cable which has been thirteen years in the Atlantic, 
at a depth of 2} miles, and repair it. The repairs are not 
absolutely complete, that is, I cannot tell you that they are, 
because we have not received a telegram from the ship, though 
we expect one literally every moment, to say that it is thoroughly 
repaired and in good condition. In connection with these repairs 
we have performed a feat which I think is of some importance. 
We have laid down in the centre of the Atlantic, in connection 
with this cable about ninety miles of new telegraph cable. That 
cable is capable of being raised and added to at any moment. It is 
a matter of as much certainty as picking it up off the floor of this 
room, if it lay there, and if it were necessary to make further addi- 


d’s Company. You are also aware that at an . 


Out of this we must deduct | 


tions to that new cable; so that I apprehend the life of the 1869 
cable will, by the operation we have performed lately, be very con- 
siderably prolonged (hear, hear). We have also in that same cable a 
considerable proportion of new cable within 300 miles of Brest, which 
we have put in. So that you see we are, so to speak, darning that 
cable as if it were an old stocking, and making it as good, and 
probably stronger, than it was before. Well, gentlemen, that is our 
condition. We have had a deal of competition from time to 
time to contend against, and I understand that we are threatened 
with further competition. Well, perhaps if I were to offer advice to 
persons inclined to invest their money in new telegraph operations I 
might be considered as rather an interested counsellor, but I think you 
may have observed in the newspapers lately letters from my friend on 
my right here (Mr. Weaver), which appear to me to demolish an 

chance that this new cable might have had of earning a livelihood. 
I may tell you that we have gone carefully into the figures and facts 
connected with the laying of another cable, and I may say that if it 
comes to a question of hostile competition, we can live and pay our 
working expenses at a rate of tariff at which it is not possible that 
that cable could pay its own working expenses. Of course, when I 
say we can live, it would be a very miserable existence, because we 
should merely pay our working expenses, and give you no dividend, 
which I need not tell you is a state of things which I should not like 
to cultivate, but, on the other hand, our competitors would not be 
able to live at all—not be able to drag out even such a miserable 
existence as we should be doing. If men, under these circumstances, 
are so unwise as to put their money into these undertakings, all I can 
say is they deserve the fate which I believe they will receive. We 
are told that these additional mur oy we are required in the interests 
of the public. The public want to have telegraphing cheaper than 
they have got it already. Now, it is not necessary to go back 
to the history of our company in order to show you the enor- 
mous reductions made by the board before the question of competition 
arose at all, in their own interests and with a view of stimulating and 
increasing the traffic, and thereby bringing in a larger income to the 
shareholders ; but, gentlemen, there is another consideration which I 
have mentioned before in this room, and that is when such a competi- 
tion as that which I have attempted to describe arises in which we 
can make a subsistence, and in which our competitor cannot live, 
depend upon it the next step in the interest of the public will be a 
combination for which the public will have to pay. There is nothing 
in existence more true than that you cannot compel capital to work 
gratuitously any more than you can force manual labour to work 
gratuitously, and attempt to force down remuneration of capital 
below what it will bear, the result to the public will be that they 
will have a large price for their accommodation, and they will have 
to remunerate the a which it is attempted to crush in this 
fashion. That is my deliberate opinion. I believe that where com- 
bination is possible competition is out of the question. The public 
are interested in increased facilities and cheaper telegraphing, but 
mn: will have to pay a larger amount for the accommodation they 

ill derive from these numerous cables than if they were satisfied 
with a fair rate of tariff from the cables which already exist, and 
which are more than sufficient to do the business which the public 
supplies them. Gentlemen, I do not think that it is necessary for me 
to trouble you with any more observations. This, as you are aware, 
is the off half-year. We have no dividend to declare, nothing of 
that description to bring before you, and we merely meet you for the 
purpose of keeping you fully dam as to the state of your under- 
taking and as to the condition of the company, and I shall, there- 
fore, merely conclude by moving that the report of the directors and 
accompanying statement of accounts to June 30th, 1882, submitted 
to this meeting be, and the same hereby are, received and adopted. 

Sir James Anderson seconded the motion. 

Mr. Trotter said that he was quite certain that the board had exer- 
cised its best judgment in the administration of the affairs of 
the company, but he did think it was open to discussion whether 
their policy, as it had been explained to them, was the wisest pos- 
sible. Their policy had been combination, to endeavour to create a 
monopoly. That policy was one which was not favourable to their 
interests, and he ventured to think that if there was truth in the 
remark of the noble chairman that the public would have eventually 
to pay for competition, it would come to this, that in any enterprise 
whatever the public would have to pay for all capital invested, 
whether well or ill. He did not believe in that. Upon the last occa- 
sion on which he had been present at a meeting of the company, 
about five years ago, he had just returned from America, after 
travelling some 25,000 miles in the country, and he then ventured to 
state his belief that the true policy of their company was not in com- 
bination, but in treating the public in a liberal manner, in being con- 
tent in the first instance to make smaller profits, and meet com- 
petition as it arose. The tariff of one shilling for twenty words was 
anticipated as fatal to the prosperity of the telegraph companies ; but 
ee | all knew how Mr. Rowland Hill was scouted when he prophe- 
sied success for the penny postage, instead of rates of ls. 6d. and 
2s. 6d. Now, he did believe that every combination, every endea- 
vour to create a monopoly, had resulted in a considerable fall in the 
value of their property (hear, hear). He was seriously concerned to 
see their property at 50 per cent. discount, which meant a deprecia- 
tion of its market value to one-half of the whole value. He thought 
the policy had not been successful, and he ventured to believe that 
if they had been content with the low rate per word, and had left the 
traffic to increase, as he believed it would have done, by itself, they 
would not have stood there that day to receive such a small dividend 
as they now did, or to see their property depreciated one-half in 
market value. 

Mr. Aston said that the question was, was the meeting in favour 
of combination or not? If it was, then let it go on; but if the feeling 
was against it let them consider whether it would be wise to pass 
the resolution submitted before they strengthened the constitution 
of the board. He must confess that there appeared to him.a great 
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lack of backbone on the board. With regard to the effect of com- 
bination there had been a great falling off in their value. In A . 
1873, after the first combination, their stock was at 90; in y; 
1877, it was at 60; in February, 1881, it was at 59; in July, 1882, 
at 52; andit was now something under 50. These figures were not 
satisfactory to him. It struck him, too, much might be said besides 
upon the question of combination. They had now a considerable 
reserve fund. He did not see why they needed to add to that; they 
could make a cable with what they had, and if not they should 
borrow. He did not like to see their stock standing at 50, and he 
thought they wanted a stronger board, with more strength and more 
backbone in it. He believed that there was now a vacancy upon it. 
He objected to that very much. If there was a number fixed they 
ought to keep to it. He would move that a committee be ap- 
pointed, and that this meeting be adjourned for the purpose of 
receiving a report from them. He had nothing to say against the 
board individually, but he did think their policy ought to be opposed. 

Mr. Henry Rutson said he only rose to support what had fallen 
from the last two gentlemen. This policy of combination had gone 
on for a long time, and it appeared to him not very successful. He 
thought they would strangle all these new cables if this meeting 
declared itself against all further combination. 

Mr. Newton said that this company would soon have to take steps 
to fight these new companies. He had always advocated the policy 
of fighting. He objected to combination, because it was disastrous 
to the interests of the company. He would like to refer to one or two 
points in regard to the position of the company. The chairman had 
told them that they took up their cable from the middle of the 
Atlantic from a depth of 2} miles and put in a new cable, and that 
they could pick it up as if it were in this room. That fact was one 
of the most tremendous facts that had ever been announced at their 
meetings (laughter). It established their property in such a manner 
that they need have little regard even for their reserve fund. They 
had been always accustomed to hear that the life of a cable 
was ten years. It was very clear that they had now got a sub- 
stantial property, that they were really now remaining in it as investors, 
although they were very little else than speculators at the present 
moment, considering what a very fluctuating property theirs had been, 
and how serious was their position as regards competition and divi- 
dends. With reference to competition, it struck him that in America 


it was prosperity which brought new schemes into existence. He had . 


read in one of the evening papers this week that there was a new 
combination established in America simply because there were such 
wonderful dividends coming out of them. In this country it seemed 
to him that adversity brought new schemes into existence. The 
adversity of shareholders in these companies was always the fore- 
runner of a new competing scheme. There might be some connection 
between the two as regarded operations on the Stock Exchange. He 
had heard it explained as being a great mystery, and that the only 
explanation was that investors were crops of fools that were continu- 
ally being gathered in by promoters. He thought the Atlantic 
afforded to cable makers a great field for plunder. Cable 
contracts amounted to a sum of money something like 14 
millions, and in that there was a vast deal of plunder. The 
makers of cables found some people, who were not fools, to provide 
the means of getting a contract. Out of every £100 subscribed there 
was a percentage for insurance. Then the cable was underwritten, 
and in all probability, notwithstanding that this European cable 
scheme had been knocked on the head as far as investors were con- 
cerned, it might come into existence from the fact that the cable was 
already underwritten, and the gentlemen interested protected by a 
system of insurance. The way to fight that sort of thing was that 
of combination, which they had always adopted. He was not 
going to say anything personal, or make remarks against particular 
directors, but he did wish to make a few remarks against boards in 
general. It was not the adversity of shareholders that brought these 
new companies into existence, it was the tremendous prosperity of 
the directors (hear, hear). If they allowed that sort of thing to go 
on, they would become speculators, and he could prove it. It was 
one of the abominations of the City of London that shareholders ate 
plundered by directors of the highest character and reputation 
(laughter). He held in his hand a list of fees paid to directors in 
cable companies panies which were controlled by gentlemen 
whose names appeared on various boards. He trusted he was saying 
nothing offensive—he was simply speaking in the interests of the 
vast majority of investors in this company—those who put their 
money into it for interest only. The duty of directors was something 
beyond that of merely receiving fees (hear, hear). In that list which 
he held, it was shown that the directors of telegraphs were receiving 
£34,525 a year, and yet when they were attacked all round, the 
directors did not fight for them (name, name!). He had not;made it up 
with names; he was not going to mention names. It was a question 
simply of policy and principle—it had nothing to do with names. 
If he were to begin naming names, there would be simply animosities 
all round. He had seen animosities enough raised by the way in 
which he had attacked principles, and he did not wish to increase 
these by attacking names. He held a list of the fees in the Anglo- 
Brazilian, the Direct, the Eastern, the Eastern Extension, the Globe, 
the West Indian, the River Plate, and the Telegraph Construction. 
But the directors of the Telegraph Construction earned their money 
beyond all others—he would not cast a single reflection on the Tele- 
graph Construction. If ever a board of directors earned their fees, 
it was that one. He simply included it because it belonged to 
taat charmed circle which they so often saw referred to in the 
newspapers. Well, in that number the fees paid amounted 
to £21,750. On these prospectuses they would find magnificent 
institutions—institutions which there was no equal to. The London 
and Westminster Bank actually figured there in a prospectus which 
was the concoction of a gang = ears. Great dock companies 
were also represented on the board, who came forward with a sub- 
terfuge calling themselves trustees. These gentlemen were not 


fought as they ought to be. They should have fought the last 
French cable to the death not only of the shareholders but of the 
directors as well (hear, hear). But what did they do when they came 
to the point of destruction of the property? They left the men who 
were mg oye for it untouched; the trustees, who were always 
trustees before they became directors, in the comfortable possession 
of some thousands a year. Some of these gentlemen earned more 
as directors than they would ever have done had they been pr À 
years in the business they ‘‘ directed.”” That was the point to whi 
this company should direct itself, and to which a committee should 
direct itself, that the question should be fought not merely as against 
the proposed new schemes, but against those who were behind the 
schemes, and names never mentioned except at meetings of the 
shareholders. The French scheme was fought so far, but they did 
not fight the directors on that occasion. They allowed one whose 
name should never have been allowed to remain on any 

remain at that board (oh, and name). It was not for him to 
mention names. Those who knew these things as he did should 
look for themselves. That statement of his could not be dispu 
and they must sooner or later fight them to the complete death, and 
not to the half death, in the interests of their shareholders. Punish 
the shareholders, but punish the directors too, and let the latter have 
the most of it. Don’t let directors sink into splendid positions— 
sinecures—where they barricaded themselves with proxies, and got 
an annuity for the rest of their days whether they worked or not. 
With reference to the European, American, Canadian and Asiatic 
Cable Company he found that it was now on its very last legs: He 
might tell them that, for he had seen a circular sent out in the usual 
way, which was an announcement that if any of thoir stock was 
disposed of there would be a large commission given for doing so. 
That only bore out what he had said of the margin which lay 
between the capital of the real money received spent in these com- 
missions, and in sums for insuring. à : 

Mr. Griffiths thought that the application of the word combination 
to the company was not a fortunate one. The company had started 
with a moderate capital, and the stock had been watered. Mr. New- 
ton had made some very able remarks, and certainly it was not wise 
that they should continually combine with other companies if the 
combination was merely for their advantage ; but he hardly agreed 
with all that he had said as to the question of policy. He thought they 
might gain much more by the development of telegraphy and by 
allowing affairs to take their own course. Nine-tenths of the com- 
merce of the world was carried on through the agency of the tele- 
graph, and as commerce increased so must telegraphy ; but whether 
they combined for peace or war he could not say that he thought the 
policy pursued during the past twelve months had been altogether 
satisfactory. They had lowered their rate to one shilling, and for 
nearly ten months they had carried messages at a price which was 
hardly remunerative. What wonder was it if the dividends fell off ? 
They were fortunate in having on their board gentlemen of t 
ability ; but on the other hand, they should remember the remarks of 
Mr. Newton, that there were gentlemen of great ability who were 
not on the board (laughter). e should certainly be in favour of 
combination or of getting a few of such directors on their board. An 
increase in the number of their counsellors would take away from the 
enemy the chance of so well managing their schemes. e thought 
by that means that they would be more likely to retain their divi- 
dends than by lowering their rate and anticipating warfare. The 
present position of their company was somewhat critical. He was 
sorry to hear Viscount Monck remark that they could not compel 
capital to work gratuitously, at least, if so, that the public would 
ultimately have to pay for it. That was somewhat ambiguous. It was 
true the public might have to pay by subscribing additional capital ; 
but he was afraid they would also have to pe or it by losing their 
dividend. He thought, therefore, it woul À wise to follow the 
me already suggested, that they should rather look to the increased 

evelopment of trade, and seek to gain their fair proportion of the 
trade than go to war and lower their dividend to so great an extent. 
They would also by that means avoid the necessity of having such 
large renewal funds. 

The Chairman: I am very unwilling at a meeting of this kind to 
appear to intervene before full discussion has taken place, and I 
have therefore abstained from stating my views at an earlier period 
of the resolution which has just been placed in my hand by the 
gentleman at the other end of the room. Now, gentlemen, you are 
all aware that this meeting is not one which has been called for the 
purpose of discussing the action of the directors or the constitution of 
the board, or anything of that sort. No notice has been given of this 
amendment, which has been sprung as a surprise upon us in the room 
without our knowing that there was any intention of anything of the 
kind. It is not an amendment of the resolution which I had the 
honour to propose at theopening of the meeting, because that resolution 
merely referred to the report and accounts which have been laid before 
you, and according to the established rules of order which guide all 
meetings, it is therefore entirely out of order, and I should be acting 
exceedingly improperly if I allowed it to be put to the oe: But, 
gentlemen, there is another reason which I wish to lay before the 
meeting quite independent of the question of order. Itis this : There 
are in this company upwards of 5,000 shareholders. No action of the 
board attacking the interests of the company has ever been taken—. 
Imean'any considerable action—without hens shareholders having been 
called together, consulted, and allowed the opportunity of expressing 
their opinion upon it (hear, hear). On no occasion of this description 
has there ever been any opposition to the action of the board. 
I might almost say that literally ; but, at least, if there has been any 
partial opposition it has been of such a character as ought to re. 
out into stronger light the unanimous support which the 
receives from the great bulk of the shareholders. I have no personal 
feeling in the matter, and Mr. Newton may be perfectly certain that 
I entertain no HE to his discussing my position in any way 
that he likes, but I do not think it is fair to the board, or fair to the 
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shareholders of the company, to allow a meeting such as I see before me, 
however respectable the individual gentlemen may be, a meeting 
which numerically bears no proportion whatever to the shareholders 
of the company, I do not think it would be right for me in such a 
meeting, even if the amendment were quite in order, to allow it to be 
ut. If any dissatisfaction of the action of the board is felt, let notice 
be iven fairly at a half-yearly meeting. If it is considered to be of 
such an urgent character as to require to be discussed before the next 
half-yearly meeting, the articles of association provide means by 
which, within a very few days, we can get the shareholders together, 
and get their opinion honestly and fairly upon any proposition which 
might be made to them; but, gentlemen, I cannot stand here, if 
even this amendment were in order, and allow it to be put to a 
meeting numerically composed as this is, in the absence of the 
majority of the shareholders. It is no disparagement to the gentle- 
men present to say that they are a mere drop in the ocean compared 
to the number of shareholders in the aggregate. On both these 
unds I, as chairman, decline to put the amendment to the meeting. 
e articles of association provide that an extraordinary meeting 
may be called if the requisition, by any number of shareholders not 
fewer than five, and holding in the aggregate not less than 5,000 
shares, with a full statement of the object of the meeting, be de- 
livered to the secretary or left at the office. That is the course 
provided by your articles of association for considering such a pro- 
position as this. I challenge those who have brought forward this 
proposition to take the constitutional course provided by these 
articles, and I shall be ready to meet them foot to foot and hand to 
hand whenever they take that course and propound their resolution 
before a meeting of shareholders properly called for the purpose of 
considering that resolution.. 

Mr. Aston submitted that the resolution was entirely in order. 
He felt very much flattered by the objections taken by the chairman, 
because they seemed to imply that if the amendment were put the 
meeting would endorse and pass it (no, no). One part of the amend- 
ment was certainly in order, for the meeting had surely the power to 
adjourn. He would suggest an adjournment to the 3rd November, 
whether they appointed a committee or not. He did not see the use 
of calling shareholders together on every point that arose, and 
spending £18 or £20 in doing so. It was no new point that had 
been “egg, Sor the board. All the world was full of the combination 
question. Had they not found themselves face to face with com- 
bination after combination and company after company? He did 
not wish to press this against the feeling of the meeting, but he was 
certainly in order in moving an adjournment. He did not come with 
a formal resolution prepared, but simply to express his feelings, 
formed with some deliberation, that there was not enough backbone 
in their board, and that they wanted new blood. 

Mr. Newton thought it a misfortune and a mistake that the 
amendment was not allowed to be put. Those who came there did 
so at considerable trouble ; those who stopped away did so for their 
pleasure, and he objected to a meeting of shareholders being pre- 
vented from an expression of opinion. The board unquestionably 
had the confidence of that meeting. He objected to resolutions being 
brought forward without intimation; but he did not object to a 
gentleman who felt aggrieved bringing the policy of the board before 
the meeting. If it was put it would only show who supported him, 
and so assist the bo in forming an opinion in regard to the 
a or otherwise of their course of action. * 

r. Humphreys said that one objection taken by the chairman was 
founded on a perfect fallacy. All the shareholders had the same pri- 
vilege of coming to a meeting of this kind as they who had 
come, aud, therefore, if anything were done in the absence of those, 
they ought to suffer and not they who were present. To say that 
they should not entertain the question because the meeting was 
numerically small was a fallacy he must protest against as contrary 
to English law. In a parish vestry, for instance, the old parish could 
be taxed if only three parishioners were present ; and in all meetings 
of this kind, those who were present could act as they pleased with- 
out considering those who were absent. In regard to combination, it 
was true that no sooner had they come to peace with a competing 
company than some other company rose up and they were again in 
hot water. But the question was, how could they stop it? He 
thought fighting was the best way to stop these new companies rising 
continually and claiming a share in their profits ; and no doubt com- 
panies were formed simply in expectation of their coming to terms 
with them, and for nothing else. He did not think, however, that the 
laying of these new cables was injurious to this company, it was 
rather beneficial (laughter). Decidedly he did. If they could buy 
new cable at half the money they were made for where was the dis- 
advantage ? As to this new cable company it was not likely that any- 
body would give £100 for shares, while their own shares were at £50. 


they could buy the same identical thing for £50. Therefore that new 
company was not altogether opposed to them, because cables 
naturally wore out, and it was something to get a new cable at half 
its cost. 

The Chairman said that he thought his position had been rather mis- 
apprehended. The last speaker had told them that a meeting of 
_ shareholders had a right to do what they liked; but if they meant to 
_ conduct business in a business-like way, they must conform to the 
| rules which regulated all meetings whatever, and to the constitution 
of the company to which they belonged. He, as their chairman, 
| deliberately announced his decision that that amendment was out of 

order. If they were dissatisfied with that, he presumed that the 
theory of English law would apply, that there was no grievance 
without a remedy; but standing there as their chairman, it was his 
right to say what was out of order, and he deliberately pronounced 
that amendment to be so. The reference to the numerical character 
Of the meeting was merely to show that he had not been actuated 
solely by a technical question of order, but that there was a sub- 
stantial reason why they should not allow a small number of gentle- 


The English people were not such silly folk as to give £100 when : 


men to pronounce on the interests of the 5,000 shareholders of that 
company. He would now put the resolution to the meeting. 

The vote having been À ad the Chairman said: I pronounce the 
resolution carried, with four dissentients. 

Mr. Aston: The amendment clearly might be 2e 

The Chairman: The resolution is carried; 1 decline to put the 
amendment. 

Mr. Burt, solicitor to the company, said that he had had consider. 
able experience of such meetings, and he thought Mr. Aston must 
be well aware that it was irregular to put such an amendment to the 
meeting, and he begged to say that the chairman was perfectly war- 
ranted in the decision come to, not only by the ordinary rules of 
conducting public meetings, but by the particular regulations of the 
company. He should be exceedingly sorry if such a thing had been 
done without any notice whatever, which would have been a great 
injustice to all the shareholders. 

r. Aston said they were perfectly within their right in adjourning 
the meeting. (Mr. Aston then left the room, making use of a strong 
expression against Mr. Burt.) 

n the motion of Mr. Newton, seconded by Mr. Smith, a vote of 
thanks to the chairman was then unanimously adopted. The chair- 
man briefly responded, and the proceedings terminated. 


SOUTH EASTERN (BRUSH) ELECTRIC LIGHT 


AND POWER COMPANY (LIMITED). 


An extraordinary meeting, followed by a statutory meeting, of the 
above company was held on Wednesday last in the City Terminus 
Hotel, Cannon Street, General Sir Michael Kennedy, R.E., chairman 
of the voy ee presiding. The Secretary having read the notice 
convening the meeting, 

The Chairman said: Gentlemen, this is a special meeting convened 
for the purpose of making certain alterations in our articles of asso- 
ciation. These alterations have been dictated to us by the Council of 
the Stock Exchange, and it is necessary that they should be made 
before the Stock peurs will grant us a quotation. They have 
already granted us a settlement, but we are not in a condition to 
apply for a quotation, inasmuch as we have not sufficient capital 
paid up, that is, under a recent rule of the Stock Exchange a 

uotation is not granted except in cases where capital is paid up to 
the amount of £50,000. The alterations we have met to consider are 
not very numerous or very important in their scope, and in no Le ! 
affect the interests of the shareholders, and no doubt you wi 
approve of them without any difficulty. The first is in article 
4, and the object of it is to prevent the directors, without 
the assent of a general meeting, issuing any shares at a discount ; 
that is, to prevent the directors from watering the capital. 
The next alterations are in articles 81 and 89, and they have for their 
object the reduction of the term of office of the first directors from 
the year 1886 to 1884. The next is the omission altogether of 
article 85; and this the Stock Exchange require to be expunged 
apparently for the reason that it would enable important con- 
siderations to be decided by correspondence, instead of being 
thrashed out in a general meeting. The alteration in article 100 is 
similar in its scope, but it has application to the directors ; that is, 
to prevent in the same way the matters which a mp d ought to 
come before a meeting of the directors being settled by correspond- 
ence. That is all, gentlemen. With these remarks 1 beg to move 
‘“ That the articles of association be, and the same hereby are, 
altered as followed :— 

**(I.) By the insertion of the following words at the end of 
article 4, ‘Provided always that no share shall be issued at a discount 
without the sanction of a general meeting.’ 

‘““(IL.) By the alterations in articles 81 and 89 of ‘1886,’ therein 
mentioned, to ‘ 1884.’ 

‘* (IIL.) By the omission of articles 85 and 100.”’ 

Mr. F. Fesser seconded the motion, which was then put to the 
meeting and carried unanimously. 

The Secretary then read the notice convening the statutory 
meeting, and 

The Chairman said: Gentlemen, this is our first statu 
meeting. As usual on such occasions we have not very muc 
to communicate to you. Electric undertakings, like all other enter- 
prises of a similar character, require after their commencement to 
work on gradually to development. Up to the present time our work 
has been chiefly with preparation and organisution for the business 
which is no doubt before us as time goes on, and with the decline of 
the year, when the demand for electricity will no doubt become 
greater than we can expect it to be during the long days and short 
nights of the summer. . The company was incorporated on May 2nd 
with a capital of £100,000 in 20,000 shares. 104,730, or more than 
five times the number offered, were applied for, and, including 
400 paid-up vendors’ shares, all these were allotted. As soon 
as we were in a position to do so we applied for a settlement, 
and the date of our vu was June 3rd. A settlement wa 
obtained on the 29th of that month, but under a recent rule we 
could not obtain an official quotation till capital has been paid 
up to the extent of £50,000. We did not consider it advisable 
to make a call of £1 per share due on June Ist, because we 
had no immediate prospect of utilising the money advantageously 
and we thought it would be more in the interests of the shareholders 
that we should not call up additional capital until we were in a posi- 
tion to employ it advantageously. We engaged offices at 110, 
Cannon Street, and we made arrangements by which we shared those 
offices with the Provincial Brush Company, and of which you 
are aware your directors are also the directors. Mr. Offor, our first 
secretary, we appointed our manager, as we thought his great expe- 
rience in electric business in general, and of the Brush in particular, 
would be more advantageous than if we continued to employ him 
in the purely ministerial office of secretary. You are also fortunate 
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enough to have the services of Mr. Beeman, as electric engineer. 
This gentleman was Electrical Inspecting Engineer of the Anglo- 
American Brush Corporation, and had had charge of the City lighting. 
He is an officer of experience and of talent, and has patented several 
useful inventions in reference to electric lighting and appliances. 
Under our engagement with him we are entitled to share in all his 
future discoveries, and I may say we see the dawn of great advan- 
tages in that respect to us. I cannot, at present, enter into 
details. It would not be right or proper to do so; but I may say I 
see the dawn of the near approach of results which I think will be 
very advantageous to this company. Mr. Offor, Mr. Beeman, and 
our secretary, Mr. Jermyn, also act in similar capacities for the 
Provincial Brush Company, an arrangement which is beneficial and 
economical to both companies. As soon as our organisation had been 
completed we took plans to lay the foundation for the important 
business which is, I have no doubt, eventually before us. We adver- 
tised in the local papers in our three counties, and we circulated 
widely a pamphlet drawn up by our manager, which gives full in- 
formation regarding our system—the Brush system, and with details 
of prices and cost of installations and other useful information. 
Our manager, our travellers, and some of our directors also visited 
some of our chief towns, and I may say they were everywhere 
well and favourably received, and I am bound to add in every 
case the answer was that however well disposed to us, they 
could not take any steps until the bill now before Parliament 
had become law. In addition to other business, we have carried 
out successfully a very large installation at Parkeston Bay, 
near Harwich, for the Great Eastern Railway Company. i 

I believe to be only the forerunner of a very much more exten- 
sive business in that direction. Generally, 1 may say, we have 
in reference to 
installations in the use of our system, but we have been met by two 
difficulties; one is that which I have already alluded to, the want of 
legal powers, for getting down our mains, and means of supplying 
electricity ; and the other with reference to a secondary battery or 
accumulator; which we find to be most important, and, indeed, an 
essential component part of every large system of incandescent 
electric lighting. Both these difficulties, I may say, are now in 
ag of being removed, and will, I believe, shortly disappear. 

e have taken part in a very important movement, and have 
joined with the other Brush companies in forming a Brush 
council or conference, which will take into its considera- 
tion subjects of common interest, and will concert common 
action and protect common interests. Delegates from each of the 
companies concerned have already met, and have considered and 
arranged their future mode of procedure, and have already passed 
some important resolutions in reference to the quality and price of the 
machinery and plant which under our licences we obtained from the 
Anglo-American Brush Corporation. I think you will see that as all 
the Brush companies work under! the same licence, but on totally 
distinct and separate ground and localities, that their united action 
must be very powerful and cannot but be very beneficial to the com- 
mon Brush interest. I will now say a few words as regards the 
Electric Light Bill. All those concerned in electric lighting must 
have followed the course of this bill with a great deal of interest, 
probably not unmixed with a little apprehension. I was prepared 
to address you on this subject in a somewhat different strain, but I 
am happy to say that the bill in committee was yesterday amended 
in a very important particular, and the period for which licences 
may now be granted with the assent of the local authorities, was 
altered from five, as originally drafted, to seven years, and the period 
for which provisional orders can be procured, with the assent of the 
local bodies, has been altered from fifteen years to twenty-one years. 
This concession, taken in connection with the compulsory sale clause, 
is very important; but I think, gentlemen, that as far as lies in 
us, we should not stop here, but should endeavour by agitation and 
such means as may be within our power, to obtain a revision also 
of the compulsory purchase clause. That clause seems to me to be 
extremely inequitabie, for it provides that electric undertakings 
should be compelled to sell their works at the close of the period 
named for the mere value of the plant and the material, without any 
allowance whatever for the goodwill of the concern. I do not think, 
gentlemen, that this clause can stand, but at present we must do the 
best we can as it has been amended. It is very encouraging to find 
that there is a general and growing opinion that there is a great and 
immediate future for electric lighting, and wherever this subject is 
discussed, whether it be in Parliament or out of Parliament, or in the 
columns of the public press, that view appears to be strongly held, 
and I for one am entirely in accord with the remarks made in a 
leading article in the Times, on the 7th J uly last, to the following 
effect : “that there was a vast field for electric work, and so far from 
having to educate the public to the use of electricity, as some would 
seem to think it required, those concerned in its distribution will be 
speedily applied to by more customers than they can deal with,”? Our 
own experience, I may say, already tends that way. As regards our 
action in connection with the Electric Light Bill, I may state that 
for some time past we have had under careful consideration how we 
should act. I cannot enter into details now. It would not be advis- 
able to do so, but I can assure you our arrangements are such that 
we can take necessary action as soon as the bill is passed. 

Mr. Robinson asked whether any operations were at present 
pes carried on by the company, or whether any contracts were 

_ Mr. Stewart asked whether they had carried through any negotia- 
tions for the sale of sub-concessions in their district. 

The Chairman said that, besides the work at Harwich, they had 
negotiations a-foot in a great many places which would, he believed, 
be successful _ when the difficulties were removed which at 
present were interfered with by the state of the law, as to the 
opening up of streets, and getting in their mains and wires. 
As to the sale of concessions, the same difficulty was before them, 


| and as soon as they had legal powers he had no doubt they should 


obtain applications for concessions in various quarters, but that was 
not likely as long as the matter remained uncertain. 

A Shareholder asked whether it was intended to make a call. 

The Chairman said that he had already explained that they did not 
call up any money because they did not require it at the moment, 
and they thought it was preferable to leave it in the shareholders’ 
hands than keep it unemployed at their bank. 

Mr. Stewart asked in what securities they had placed the money in 
hand, so as to be yielding the company a fair return. 

The Chairman replied that the greater part of it was in their bank 
on deposit, yielding a small amount of interest. 

A Shareholder asked whether the prospects of the company were as 
good now as they were at first. He thought that gentlemen there were 
very well aware that a great stimulus had been given to the gas com- 
pe by the bringing out of electricity, and it would be interesting to 

ow whether gas was going to the day, or whether the electric 
light was likely to get into favour. There had been a very interest- 
ing statement made in Parliament lately, namely that upwards of 
90 applications had been made for the introduction of electricity, and 
he pe pr they would like to know if this per was one of those 
that made that application to the Board of Trade. 

The Chairman said their prospects were certainly as bright now as 
they were when they first commenced; he thought considerably 
brighter, because they were now approaching a time when they could 

y take, as he hoped, effective action. Up to the present they 
had not been able to take any action for want of legislative powers, 
and, until they had these powers, they could not commence to 
compete with the gas companies, as he hoped they should be able to 
compete successfully. 

In reply to another question, in regard to the obtaining of some 


accumulator 


The Chairman said that they had hopes and prospects of settling 
that very question soon. He could not say more at present, but he 
hoped they would be content for the time being with what he had 
said. He would add that this company was not one of the number 
which the Lord Chancellor had stated would make application. He 
had no knowledge whatever of who had made them. 


Mr. F. Fesser (vice-chairman) said he should like to say a few 


words in reply to some inquiries made by gentlemen opposite him as 
to whether their prospects were now as bright as they were. When 
they issued their prospectus there was a mania raging, and a very 
great deal more was expected of the electric light and of the capital 
invested in it than ought to have been. At the present moment it 
seemed that they had rushed into the opposite extreme and fallen into 
a condition of despondence, and many of those who had thought the 
electric was the light of the future had begun to think that there 
was no hope of competing wma 73 À with gas. Some remarks 
made had echoed that same feeling which seemed to be undermining 
the publicsentiment. In his own opinion their prospects were very 
considerably brighter now, because the science of electric lighting, 


although new, was making such gigantic strides, and they were hearing © 


every day of such enormous advances that they had not the slightest — 


doubt it would supersede every other method of lighting. A great deal 


had been said of the result of the tenders for public lighting in the City, — 


and he was sorry to say that most remarks that he had seen in the public 
rs seemed to show that the result of these tenders was incon- 


testgbly that the electric light had proved five or six times as dear as 
gas, and it was quite impossible to compete, and that there was an © 
end of the whole matter. Now, if they took any gas company 


in England, except that which happened to have mains laid down in 
those particular streets for which the City Commissioners had invited 
them to supply one year’s lighting, and were to ask that company to 
tender for lighting it for one year, they would find that the gas 


would not be four or five, but twenty, and perhaps even fifty times 
more than the privileged gas company was at present charging. The | 


terms of the électric light contract were that they were to supply the 
lighting for one year, that was, erect their plant and machinery, and 
remove it at the end of the year; on these terms it was impossible to 
compete with gas; but wherever electric lighting was allowed fair 
ight, but very much cheaper. If any railway company were to erect 
any gaswork to do what they were doing at Parkeston Bay with the 
electric light, it would be quite too terrible, and they must 


act under the same conditions as those which the gas company 


acted—on the same footing ; then they should then be able to compete 
with gas, but not before. He hoped that before many days they would 
have the law in their favour, and be able to lay down their wires 
on a fair footing. Then they must remember that the com- 
panies did an immensity of private lighting, and that enabled them to 
supply the public lamps more cheaply. The electric companies must 
have the same privileges. As soon as that bill became law he felt sure 
that they would be able to beat gas. 

Mr. Hesse asked if they had a quotation. 

The Chairman replied that they had not, as they had not. yet 
£50,000 paid up capital. 

Another Shareholder asked whether any formidable competition 
was likely to arise in their districts with other companies. 

The Chairman remarked that they did not -anticipate competition, 
but their Manager, Mr. Offor, would perhaps give them his experience 
on that point. 

Mr. Offor said that the obvious answer to that question was that the 
survival of the fittest would be the rule that governed their success. 
They believed that the Brush system was the only practicable 
one at the present time, and therefore they felt confident that no 
competition could ultimately oppose them to any serious extent. The 

ublic mind was to a certain extent confused by the recent Crystal 

alace Exhibition. A large number of lights were burning there 
connected with different systems, but without the slightest evidence 
of the cost of producing these lights. He might mention that the 
Brush system had been carried on in the City at a very small cost 
indeed com with the lighting of similarly extended districts 
by Messrs. Siemens Brothers, whose light had now disappeared from 


lay, it was not only infinitely a more brilliant and wholesome and pure , 


— 
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the City, owing to its great cost. The Brush light, in a circuit of 34 
miles, been wrought from one dynamo machine running in thei 
works at Lambeth ; whereas the Siemens light required fora somewhat 
smaller circuit, he believed, 12 or 14 dynamo machines. He might men- 
tion also, that in the case of the installation at the Great Eastern Rail- 
way Company’s station at Parkeston Bay, their contract was based 
their supplying the light within one week from the date of it. 
They had undertaken that, and done it within the week. That 
showed that theskill now at the disposalof the company was ve gage A 
efficient to enable them to carry out any work of that kind. e 
had visited many of the towns in their district, and had had a t 
deal of correspondence with officials connected with councils and local 
boards, and he found in all these towns that there was a gas interest 
opposing the electric light interest. In one town the people had 
determined that next November representatives should be returned 
who would support the introduction of the electric light, as 
rtunity offered. In addition to the installations there had been 
many smaller installations for the purpose of making their 
light known without expense to the company, and they had done 
that by means of a portable apparatus which they could readil 
send from one part of the country to another, and with the aid of this 
apparatus in a few hours they could give the light of 12,000 candle- 
power. During the present week they had carried out installations 
of that kind at Richmond. On Monday they lighted an enormous 
fête attended by fifteen or twenty thousand persons. There in a few 
hours they had their lights installed and running, and it created a 
great deal of public interest, and would be followed, no doubt, by 
some arrangement being very ily carried out by the local 
authorities of Richmond, who had now had an opportunity of seeing 
the light. Last night they lighted up a Blue Ribbon Army meeting, 
and considerable interest was manifested in the light. this they 
had been doing in different parts of their district, and with the 
believed, very satisfactory results. 
Mr. Robinson inquired whether the company had the power to 
light private houses? 
Mr.-Offor replied in the affirmative. The company possessed not 
only the arc lamp, which was suitable for the larger spaces, but also 
the incandescent light, which was suitable for smaller sized rooms. 
This company had a contract from one gentleman at Eltham, who 
was going to pay the company three times the price he had hitherto 
vg d for gas, for the privilege of having the incandescent light in 
ouse. 

Mr. R. Cunningham (a director) said he might add that he had 
been to nearly the whole of the towns in their district. He had 
seen no competition, and their company had been first in the field. 
No further qnestions being asked, 

The Chairman said wm Fy given the shareholders all the infor- 
mation in their power, which he hoped had been satisfactory to them 
as far as it had gone. 

On the motion of Mr. Briers, seconded by Mr. Comberbatch, a 
vote of thanks to the chairman was unanimously adopted, and the 
proceedings terminated. 


PROVINCIAL (BRUSH) ELECTRIC LIGHT AND 
POWER COMPANY (LIMITED). ; 


On Wednesday, at the City Terminus Hotel, Cannon Street, under 
the presidency of Sir Michael Kennedy, an extraordinary general 
meeting of the members of this company was held for the purpose of 
considering and, if thought advisable, of passing as a special resolu- 
tion certain alterations in the Articles of Association, which were to 
——_ the same effect as those set forth in our report of the South 
astern (Brush) Company, reported in another column. 

The notice convening the meeting having been duly read by the 
Secretary, Mr. Alfred Jermyn, a resolution for alteration was 
moved by the Chairman, seconded by Mr. F. Fesser, and carried 
unanimously. 

The first statutory general meeting was then held, in opening 
which the chairman repeated in substance the remarks he addressed 
to the sister company, the South Eastern Brush Company, and re- 
viewed the prospect of more work for this company during the 
winter. The company, he added, was incorporated on May 8th with 
a capital of £200,000 in 40,000 shares. 134,376, or more than six 
times the number offered, were applied for, and the whole 
available number—20,000 shares—were in the first instance 
allotted. Owing to certain withdrawals, which the board con- 
sidered had legal force, the total number now allotted was 19,841. AS 
soon as they were in a position they applied for a settlement, and 
their application was dated the 13th of June. As, however, it took 
some time to settle such matters, they had not yet obtained a settle- 
ment, but they expected to do so daily. They shared offices with the 
South Eastern Brush Company, and the same officials acted for both 
companies. In addition to other business, the company had installed 
lighting at Bedford, High Wycombe, Sudbury, and Stowmarket, and 
they had had numerous other applications. Having alluded to 
the Electric Lighting Bill, to the Brush council or conference, 
and spoken of the position of the company in reference to them, 
he remarked that the company had matured their plans, and 
were prepared to put them into force as soon as the Electric Lighting 
Bill became law. 

In the meantime, he might say, as regarded competition, that they 
‘had a good and well-tried system, and also an efficient and energetic 
manager (Mr. Offor). Frankly, he might say that as regarded ulti- 
mate results, he did not think there was much to choose between any 
of the principal electric systems; but it was not in that direction 
that they looked for their benefit. It was in the details by which 
those ultimate results were attained; and these were matters which 
would stand them in good stead. They believed their Brush system 

be in all respects, as regards the mode of producing the light, and 

he cost of it, the fittest; and they had cunfidence that in the 
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struggle for existence which was about to take place it would 
survive. If any gentleman had any question to ask he should be 
glad to give him an answer. + 

_ After a considerable pause, and no question being put, the chair- 
man declared the meeting at an end. 

A vote of thanks to the chairman and directors concluded the 
pro 


Tae Stock Exchange Committee appointed Friday, the 
11th inst., a special settling day in the following securities :—British 
Insulite Company, Limited, shares; Swan United Electric Light 
Company, Limited, shares; Australasian Electric Light, Power, 
and Storage Company, Limited, shares ; all the above to be marked ; 
Metropolitan (Brush) Electric Light and Power Company, Limited, 
shares ; Railway Electric and Appliances Company, Limited, shares. 
The committee have granted a quotation in the following security : — 
Electric Light and Power Generator Company, Limited, 22,500 
vendors’ shares. 


APPLICATION has been made for a special settling day in 
the Gulcher Electric Light and Power Company, Limited, shares. 


LATEST QUOTATIONS. 


| Closing 
h | 
“sed | Share. Name. Paid. Quote | Business 
Issue. | Aug. 9 Doue. 


ELECTRIC LIGHT. 


40,000 | 104 |Anglo-American Brush Co. ........ 4 154-163 { 154:163.5.16. 
30,000 | 5 |Brush Electric Light & Power Co. (Scotland) A + US. 
25,000 | 5 (Great Western Electric Light & Power Co. ......| 2}, # 1 
24,980 | 5 |Hammond Electric Light & Power Supply Co. | 2} 7-8 {| 7434 
40,000 | 5 \fndian & Oriental Electrical Storage WorksCo. ..| 2]| 1j- 2 
172,500 | 1 |Maxim-Weston Electric Light and Power - 
40,000 | 5 |Pilsen, Joel & General Electric Light Co. ........ 2! 14 2 
TELEGRAPHS. 
2,116,4007.| Stk, |Anglo-American, Limited ....... à 4.80.9.80.8 
2,441,800/-| Stk, | Do. Preferred | Def'd. receiving no div. until 
2,441.8001.| Stk. |_ Do. Deferred) 6 p. c. has been paid to Pref. 2)4.20.4.29 
130,000 10 |B an Submarine, Limited .................... on xa. 
16,000 10 |\Cuba, Limited 
6,00) 10 . 10 per cent. Preference ............ 
13,000 10 |Direct Spanish, Limited ...... 
6,000 1 0. 10 per cent. Preference.....,...... 1 
65.000, | 20 [Direct per cout. Debenture, repayabio 
0. per cent. De ’ 
| (Mestern, 104.810 xd 
70,000 10| Do. cent. Preference 135 
0. 


Do Debentures, repayable Oct. 1833 
Do. 5 do. do. 1967 


Do. 5 do. do. 
199,750 | 19 [Eastern Extension, Australasia & China, Limited 


101} xd. 


118; 
Do. 6p. c. Debentures, repayable Feb. 1891.... xd. 
500,000 100 Do. 5 D. c. (Australian Gov. Subsidy) Deb. 1900 
140,000 | 100 | Do. do. registered, repayable 1900 
00.0001.! 100 | Do. 5 per cent. Debenture, 1890................ 
¢ Eastern and South African ‘Limited 5 per cent. 
254,3001.| 100 {More Deb. Registered redeemable 1 Jan. 1900 
345,7001.! 100 Do. do. do. To Bearer .. 
22,050 10 |German Union Telegraph and Trust, Limited .... 
163,390 10 |Globs Telegraph and Trust, Limited.............. 6}.,.2 xd. 
163,209 10 Do. 6 per cent. Preference.............. 12} xd. 
125,000 10 [Great Northern 
100,0001.| 100 r cent. Debentures ............ 
31,200 10 |India-Rubber, Gutta-Percha and Telegraph Works 
100,000 | 10) » 6 per cent. Debentures, 1886 
17,000 | 25 |Indo-European, Limited ..................... ... 
38,148 10 [London Platino-Brazilian, Limited ....,....,.... 
12,060 10 |Mediterranean Extensiou, Limited .............. 
8,200 10 Do. 8 per cent. Preference.............. 
9,000 8 |Reuter's, Limited 
280,000 | Stk. [Submarine 
58.225 1 Do. Scrip 
4200 | Cert./Submarine Cabies Trust 
37,350 12 |Telegraph C snstruction and Maintenance ........ 
150,000 | 1 Do. 6 per cent, Bonds, 1884 .. 
186,750 5 Do. 2nd Bonus Trust Cert. .. 
30,000 10 | West Coast of America, Limited ............ headed 
150,000 | 100 Do. 8 per cent. Debentures 
69,910 20 | Western and Brazilian, Limited ........ DOCS 
200,0001.| 100 Do. 6 per cent. Debentures ‘ A” 1910 
2 500 | 100 | Do. 6 p.c. Mort. Deb. series B of "80, red. Feb., 1910 
1,500 |$1,000! Western Union of U.S.7 p.c.1 Mort.(Building) Bds. 
1,030,0007.|" i 0. 6 per cent. Sterling Bonds .... 
88,321 10 | West India and Panama, Limited ................ 
34,563 10 Do. 6 per cent. Ist Preference ...... 
4,669 10 Do. 
TELEPHONES. 
154,165 1 Con. Telephone & Maintenance, Ld.Nos.1to 154,165) 1! 14- 13! 1} xd. 
200,000 1 |Oriental Telephone Co., Nos. 100,000 to 300,000 .. 3 t 113.1012 
100,000 | 5 .|United Telephone Co. 5 { 


TRAFFIC RECEIPTS. 


The Cuba Submarine Telegraph Company, Limited. The number of messages passing 
over the lines of this company during the month of July was 2,948, estima 
to produce £2,800, against 2,494 messages, producing £2,397, in the corresponding 
month of last year. The traffic receipts for the months of May, estimated at 
£3,300, realised £3,544. 

The Direct Spanish Telegraph Company, Limited. The estimated traffic receipts 
for he —_ of July, 1882, are £1,846, as against £1,448 in the corresponding 

riod o year. 

The Eastern Extension Telegraph Company. The receipts for the month of July 
were £30,070, against £31,751 in the corresponding month of last year. 

The Great Northern Telegraph Company. The traffic receipts in July, 1882, were 
£21,640 from the 1st January to 3lst July, 1882, £137,200, in the corresponding 
months of 1881, £137,166, and in the corresponding months of 1880, £131,313. 

The West Coast of America Telegraph Company, Limited. The receipts for the 
two weeks ended the 14th July were £1,825, against £1,675 in 1881. 

The Western and Brazilian Telegraph Company, Limited. The traffic receipts of 
this company for the week ending July 14th, 1882, were £1,828, against £1,901. 
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EDISON ELECTRIC LIGHT COMPANY 


(LIMITED). 


The Public are informed that the above Company, whose registered Offices are at 


74, COLEMAN STREET, E.C., 
ARE THE SOLE ASSIGNEES OF ALL 


Mr. EDISONS PATENTS FOR ELECTRIC LIGHT AND POWER 


IN THIS COUNTRY. 


The Company is advised that these Patents secure to it the sole right to manufacture and 
sell the INCANDESCENT Lamp consisting of a Carbon Filament in a Vacuum, under whatever name 


that Lamp may be known. 


The Company is prepared to enter into Contracts for 
LIGHTING HOUSES, FACTORIES, STREETS, AND TOWNS, 


On any scale, and to grant concessions to District Companies for the use of the Patents. 


CALLENDER’S 
BITUMEN, TELEGRAPH AND WATERPROOF CO, 


LIMITED. 
101, LEADENHALL STREET, LONDON. Works—ERITH, KENT. 


Manufacturers of Insulated Wire for the Transmission of Electricity | 
for all purposes, 


TELEGRAPHS, TELEPHONES, ELECTRIC LIGHTING, TRANSMISSION OF POWER, &. 


At a price greatly below that of Gutta-percha or India-rubber. 


SR EN, CAMM & 
MANUFACTURERS 1 Steel Wire Drawers & 
PATENT TELEGRAPH RQ 6 \ 


Wire 
TO COVERNMENT 
SPECIFICATIONS. 


CABLE WIRE. 
STRAND & Stay Wine | 


< 


| ESS wale 
Binninc WIRE = TR ro H.M Post CÉNERALSS 


London Offices—72, KING WILLIAM STREET. Agents, G. W. SHARE & C 


| 


\ 


ORME & CO. 


MANUFACTURERS & IMPORTERS. 


ELECTRIC BELLS 


9/6 3/6 to 6/- 


AND BATTERIES. 


Every Description of Electrical Apparatus for Science Classes. 


CARBON TRANSMITTERS 


For use with Telephones, with Automatic Switch, &c., per pair, £8 6 O. 


Hunnings’ Patent Carbon Transmitters, per pair £5- 


ILLUSTRATED PRICE LIST OF ELECTRICAL APPARATUS, POST FREE, THREE STAMPS. 
Price List of Chemical Apparatus with 650 Illustrations, post free, 8 stamps. 


J. ORME c& Coa. (Late M. JACKSON & Co.) 


65, BARBICAN, LONDON, 


PRIZE MEDAL, PARIS, 1881. 


BLAKEY, EMMOTT, & Co, 


NORTHERN TELEGRAPH WORKS, 
HALIFAX. 


LONDON & PARIS. 


Manufacturers of Magneto 
Call Bells, as used by the 
Principal Telephone Com- 
panies, also Switch Boards, 
Switches, and all Instru- 
ments for Telephone Work. 


PRICES ON APPLICATION, 


RAILWAY SUPPLIES JOURNAL. 


STORE-KEEPERS’ GAZETTE; 
Manufacturers’, Inventors’, and Contractors’ 
Record; and Railway, Shipping, Tramway, & 

Mining Advertiser. 
Principal Editions on the Ist and 15th of each Month. 
Price Sixpence. 
OFFICE— 
0, WINE OFFICE COURT, FLEET ST., LONDON. E.C. 


DS. 


EARCHES MADE, Details of Electrical Inventions 


worked out, perfected, and Patent procured on 
moderate terms, by— 


F. M. ROGERS, 
21, FINSBURY PAVEMENT. 


WILLIAM M. FOXCROFT, 


Telegraph Instrument Case Manufacturer, 
54, COMPTON ST., CLERKENWELL. 


INSTRUMENT CASES OF ALL DESCRIPTIONS. 
Wholesale Maker of the Gower-Bell Telephone Case as adopted 
by Her Majesty’s Government. 

Lock and Block, Single Needle, Bell, Sounder, and 
Perforator. 


PRIZE MEDAL, PARIS, 1881. 
CABINET WORK DESIGNED TO SUIT NEW INSTRUMENTS. 


PATENT OFFICE RESEARCHES. 


po ELECTRICAL INVENTORS and OTHERS.— 

An OXFORD GRADUATE, experienced in electrical subjects, 
and in the investigation of scientific books and documents, under- 
takes confidential researches. Not being a Patent Agent, he has no 
interests but that of his clients in determining the exact scientific and 
commercial position of all matters submitted.—Address, ‘‘ B. X.,’’ 
care of Editor Exectrican REVIEW. 
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ELECTRICAL REVIEW. 
IMPROVED STEEL WIRE FOR ROPES. 


WEBSTER, HORSFALL & LEAN 


(ORIGINAL PATENTEES), 


MANUFACTURERS OF IMPROVED STEEL WIRE FOR ROPES FOR COLLIERIES, 
RAILWAY INCLINES, PLOUGHS, HAWSERS, &c. 


Sole Manufacturers of the Homogeneous Wire for the Atlantic Cables of 1865 and 1866. 


WEBSTER, HORSFALL & LEAN, BIRMINGHAM. 
N.B—Noted for “Sounding” Wire for Deep-sea Sounding, Telephones, &c. 


THE | 
LONDON ELECTRIC WIRE COMPANY, 


WENLOCE BUILDINGS, IRONMONGER ROW, OLD STREET, LONDON, E.C., 


Manufacturers of Covered Wires of all descriptions for Electrical Instruments, Dynamo Machines, 
Bell & House work, &c. 


Fancy Paraffined Wires specially prepared for Telephone and other indoor connections. 


HARRISON, COX-WALKER & CO., 


DARILINGTON, 
ELECTRICIANS, TELEPHONE AND PNEUMATIC ENGINEERS, MINING BELL MANUFACTURERS, 
Agents for 


HUNNINGS’ PATENT MICRO-TELEPHONE TRANSMITTERS, 


VYLE’S PATENT EASILY-TESTED LIGHTNING CONDUCTORS. 


THE SCHOOL OF TELEGRAPHY AND ELECTRICAL ENGINEERING. 


| ESTABLISHED IN 1668. | 
12, PRINCES STREET, CORNER OF HANOVER SQUARE, LONDON, W. 
(Removed from 4, George Street, Hanover Square). | Managing Director: Mr. T. J. JONES, M.S.T.E. 


The course of Practical and Theoretical Instruction in the higher branches of Overland and Submarine Telegraphy embraces, in addition 
to the manipulation of the various systems of wording in general use, the following subjects :— Mathematics, Mechanics, Chemistry in relation 
to Telegraphy, Gas and other Motors. Signallin À à Testing Instruments. Engineering Formulæ and their application in practice. 


Electro-Statics. Electro-Dynamics. Magnetism. Methods of Testing the Electrical Condition of a Line during and after its Construction. 
Testing for and Localising Faults, &c., &c., &c. Telephone and Electric Light Apparatus. 


The instruction, both in signalling and testing, is of a thoroughly practical character, as the classes work with the actual instruments used on long lines, through cables 
of various lengths, from 600 to 3,000 knots, so that the signals of the sion. Atlantic, and Brazilian Co.’s, &c., are exactly reproduced, and the pupils fitted for any line. 
A complete practical and theoretical course of instruction on the TELEPHONE and the ELECTRIC LIGHT, and their commercial utilisation, has now been 
added to, and embodied in, the ordinary curriculum, as the advantages of bemg associated with any great commercial application of science at an early period of its 
development is one which has been so often exemplified that it can scarcely fail to be appreciated by those who have in view professional success. : 
That TELEPHONIC communication and ELECTRIC LIGHTING constitute such applications is sufficiently shown by their rapidly increasing 
pue ; and therefore no pains or expense have been spared to place at the disposal of the pupils the technical and scientific instruction requisite to qualify candidates 
or the most important posts in connection ‘with these new branches of electrical engineering. In order that the instruction in the erection, adjustment, testing, and 
working of TELEPHONE and ELECTRIC LIGHT circuits may also be thoroughly practical, complete working telephone exchanges upon the various 
systems in use in different countries have been fitted up; every kind of telephone, for both exchange systems and private lines, with all apparatus used therewith, is 
provided (in duplicate when possible, so that students may be able to dissect and reconstruct the same). The necessary tools and materials are available, and every 
facility is given for conducting experiments by the pupils desirous of so doing, and a similar course has been pursued with the VARIOUS LAMPS and 
MACHINES, &c, in the ELECTRIC LIGHT Department, so that pupils from the School are in a position to enter either of these new fields, Civil and 
mechanical engineers, sons of professional gentlemen, and others, will now have an opportunity of acquiring a knowledge of all the telegraphic systems of working, of 
the construction and management of land and submarine telegraphs, of telephone lines, systems and exchange, of the construction, erection, and management of 
electric light apparatus, testing wires, lines and materials employed, submarine cable testing, localising faults, &c., &c. 
Arrangements have been made so that Inventors, Amateursand others can now have every facility, with all necessary apparatus provided in private rooms, to com- 


pare, test or perfect any Inventions, Apparatus, &c., connected with Tele hy, Telephony, and the Electric Light. The highest professional assistance can also be had. 
Further particulars may be obtained on application to 7. goat W. N. TIDDY, Sccretary. 


First Prize Medals Paris and Philadelphia, 1881. 


GRISCOM’S 
ELECTRO-MOTOR & AUTOMATIC 


BATTERY. 


Complete Apparatus for Driving any Sewing Machine, 
Dental Lathe, &c., 5 Guineas. 


Delivered free in London. 


Che Electro Dynamic Company, 


2, SCOTT'S YARD, BUSH LANE, 
NON STREET, LONDON. E.C. 


wie 1009 
| 
| 
| 
ft 
EZ: 
QE 
AN | 


| THE TELEGRAPHIC JOURNAL AND 
x 


ELECTRICAL REVIEW. [AUG. 12, 1882. 


NEWALL’S PATENT LIGHTNING CONDUCTORS. 


As applied to all kinds of Buildings and Shipping in all parts of the world with unvarying success, are the most reliable, 
most effective, and cheapest conductors offered to the public. 


SOLE PATENTEES OF UNTWISTED WIRE ROPE. 
Manufacturers of Iron and Steel Ropes for Colliery and Railway Purposes, Rigging Ropes, Guide Ropes, 
Flexible Steel Towing Hawsers, &c. 


COPPER ROPE CABLES OF HIGH CONDUCTIVITY FOR ELECTRIC LIGHT AND POWER. 


GALVANISED SIGNAL AND Fenorna Srranp. GïILT AND SILVER Corp ror HANGING PICTURES. Iron, STEEL, 
AND Copper Corp FoR CLOCK AND SASH LINEs, &c. 


| R. S. NEWALL & CO. LONDON, 130, STRAND, W.C. 
LIVERPOOL, 36, Waterloo Road ; GLASGOW, 68, Anderston Quay ; MANUFACTORY, Gateshead-on-Tyne. 


THE BARNEY TELEPHONE, |. 
HAVING TWO FLEXIBLE HEARING TUBES. D 


LOUD AND DISTINCT. |§ 


THE BARNEY TRANSMITTER SHARP AND CLEAR. NO SINGING. 


COMBINED TRANSMITTER WITH TELEPHONE, £10. . 
CAUTION TO PURCHASERS.—A Certificate that the Royalty has been paid, signed by W. C. Barney, must be affixed 
to each instrument. 


EXCLUSIVE RIGHTS FOR DISTRICTS FOR SALE. 
Apply to W. C. Barney, 53, Bernard Street, Russell Square. 


DAVIS & TIMMINS, 
Metal Acrem WMlannfacturers, 


No. 1. 
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No. 6b. No. 8b. 


No. 5b. 
Fstimates for Screws and Turned Parts on application, __ 


Binders, Terminals, Clamps, &c.. kept in Stock. 
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PATERSON, 
TELEGRAPH & ELECTRICAL ENGINEER. 


St. Pauls Works-76, LITTLE BRITAIN, LONDON, K.0.. 


AIN D 


Telegraph Works -FOWNALL ROAD, DALETON. 


+ (PARIS AGENTS—£.. & S, DELEVINGNE, 8, RUE MARTEL PARIS: 
Prize Medal, International Electrical Exiahifion, Paris, 1881, 
MANUFACTURER OF 


hones, Gransmitters, 


AND ALL ACCESSORIES FOR 


TELEPHONE EXCHANGES. 


Electric. Signals for Mines, Houses, Ships, Block and Needle Instruments jor ye, 


| Silk and Gotten covered Wires ; Rubber covered Wires for Electric Signals; Blectric Light Londs. 
| | THE DOUBLE INDUCTION MOTOR FOR SEWING MACHINES, &c. 
"Batteries, Insulators, and other Telegraph Stores. Continuous Copper Band Lightning Conatictors. : 
AYRTON & PERRY'S AYRTON & PERRY'S 


Instruments for Electric Light | Dynamometer Conpling. 


|... Measurements. Dispersion Photometer. 
4 
ER-BEL 
| OUD SPEAKING TELEPHONE 
As adapted by 
Eleotric Power Meter. Her. Majesty's Government. 


ELECTRIC LIGHT LEADS, GUTTA-PERCHA, INDIA-RUBBER, GOMPOUND GRAIDEU 
COTTON, SILK WIRES. 


PHILLIPS BROS. 


ELECTRICAL WIRE MANUFACTURERS, 
MACINTOSH LANE, HOMERTON, 
LONDON. 


ESTABLISHED 1870.1 


SPECIAL WIRES FOR DYNAMO MACHINES. 


SPECIAL WIRES FOR INCANDESCENT LAMPS. 


T 
Ve 


GERMAN SILVER WIRES FOR HIGH RESIST >, LEXIBLE CORDS, TELEPHONE 
WIRES, 8e. MULTIPLE, AERIAL, AND Sou;ERRANEAN CABLE WIRES TD 
NY SPECIFICATION, 
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GUTTA-PERCHA, TELEGRAPH 
COMPANY, 


Offices and Warehouses: 106 & 100, CANNON STREET, LONDON, E.C. 
Works: Silvertown, Eseox : France. 


TELEGRAPH ENGINEERS & MANUFACTURERS 


Subterranean, and Acrial. 
Indie-Rubber and Guite-Percha covered in all gauges. 


Morse” Inkere, Single Needle, Wheatsione’s Alphabetical, Block” Belle, 
Sir W. Thonison’s and other Galvanometers, Condensers, Testing Instruments, &o. 


MANUFACTURERS FOR GREAT BEITAIN, IRELAND, AND THE OOLONINS OF THE 
YHLEBRATED LEO LANC HE BATTPRY, which bas received the most fayourable reports from the Postal 
Telegraph Authoritice and other eminent Telegraph Evginc ere, and is now in general use by the Post Office and 


Kaglish and Contivents! Railways. Asa Battery 16e ax Teles graphic purposes it is undoubtedly pre-eminent. All 
other kinds of Battéries also manufactured. Ehbonite Cells, Carbon Plates, &o. 


BULATORS.—Ebonite, Porcelain, brownware, &e, 
oy The Arvanarve For RAILWAY BLOCK-SIGNALLING. 


SEMAPHORE REPEATERS, “LIGHT” INDICATORS. AND WALKER'S ‘ PASSENGER AND GUARD” COMMUNICATOR. 
TELEGRAPH STORES AND APPARATUS OF EVERY DESORIFPTION. 


APPARATUS. 


THE INDIA-ROBBER, 4. AND eG RAP WORES COMPANY {Limited) are Fatenters and 
Monufacturera of a Campiete Sy stem of Lor doe # Jor Harbour and Coast Defence, and of the 


SILVERTOWN PATENT FIRING BATTERY. 


A Constant Batsery for Mining and Blasting Purposes. 
CONTRACTS ENTERED INTO for the SUPPLY, CONSTRUCTION, and MAINTENANCE of TELEGRAPH LINES. 


MAITUPACTURERS OF 


 VULCANISED INDIA RUBBER. 


Vaïves, Sheet, Buflers, Wickes Wheel Tyres, Conk 7abing, and Door and 
| | Carriage Mets. 


INDIA RUBBER AND CANVAS SUCTION AND DELIVERY HOSE. 


Intlu Rubber and Canvas Steam Pachking—hRound, Square, and Sheet. 


INDIA RUBBER MACHINE DRIVING BANDS. 


WATERPROOF GARMENTS AND FABRICS: 


Coûts, Capes, Leggings, Hats, Knee Botte, Ba Dresser, Water and Air Proof Beds, 


Ows, ttles, Baths, Life Belts 
EBONITE. 
Not uffected by Vinegar or Hydrochloric or Acetic Acid. | 
Pumps. | Speaking Tubes, Mouthpieces. ° Sheet and Rod. 
Photographic Articles. Cells. Surgical Appliances. 
| GUTTA-PERCHA. 


Tubing, Belting, Buckets, Boss for Flax Spinning, &c. 
Works: SILVERTOWN, ESSEX, LONDON, E.; PERSAN-BEAUMONT, FRANCE. 
London Office—106, CANNON STREET, E.C. 

Warchouse—100, CANNON STREET, E.C. 
BRAWOEES : 


LIvERPOoL. ony «+ 82; Castle Stroet. BBLFAST 03, High Street, 
20, Dixon Bireet. | DUBLIN. ... ‘16, St. Andrew Street. 
BRADFORD, YORKSHIRE Kirkgate. BRISTOL .. 37. Corn Street, 
SHEYFIELD 42 10, Castle Street. “‘Mox. 82. Dock ‘Street. 
PORTSMOUTH ... 49, High Street. | Canpisr Pierhead Chambers, Bute Docks. 


21, Grainger Street West, 


| 


| 


~*~ 


‘ 
2 
| 
i 
| 


| 
| 
| 
| 
{ 
| 


